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OFFICERS 
TRS an nett aie nS NN 5s aka) SS persen co fu 8d. bos Sopa o yb volo alae B.0uNem Northern States Power Co., Minneapolis, Minn. 
SHERMAN BR. BAP, Vtll PRCCUIONG ois cco ais oie sain wiorevneis eed The Connecticut Light & Power Co., Berlin, Conn. 
EDWIN VENNARD, Vice President and Managing Director...............0008. 750 Third Ave., New York, N. Y. 
He Se as, Se OOTINOT = 6 a dio arsed wiiaiea ae ed ae a neeue Consolidated Edison Co. of New York, Inc., New York, N. Y. 
A. B. MORGAN, Secretary and Assistant Managing Director...........0.eeeeees 750 Third Ave., New York, N. Y. 


BOARD OF DIRECTORS 


(Terms expiring 1960) 








Ww. C. BECKJORD, 

The Cincinnati Gas & Electric Co., Cincinnati, Ohio 
W. C. BELL 

The United Illuminating Co., New Haven, Conn. 
J. F. DAVENPORT, 

Southern California Edison Co., Los Angeles, Calif. 
T. W. DELZELL, 

Portland General Electric Co., Portland, Ore. 
G. S. DINWIDDIE, 

New Orleans Public Service Inc., New Orleans, La. 
WILLIS GALE, 

Commonwealth Edison Co., Chicago, IIl. 
M. L. KAPP, 

Interstate Power Co., Dubuque, Iowa 
W. T. LUCKING, 

Arizona Public Service Co., Phoenix, Ariz. 


W. W. LYNCH, 
Texas Power & Light Co., Dallas, Texas 
L. C. McCLURKIN, 
Savannah Electric and Power Co., Savannah, Ga. 
J. J. MCDONOUGH, 
Georgia Power Co., Atlanta, Ga. 
W. B. McGUIRE, JR., 
Duke Power Co., Charlotte, N. C. 
A. R. SCHILLER, 
Public Service Co. of New Hampshire, Manchester. 
N. Et. 
G. W. VAN DERZEE, 
Wisconsin Electric Power Co., Milwaukee, Wis. 
J. T. WOLFE, 
Baltimore Gas and Electric Co., Baltimore, Md. 


(Terms expiring 1961) 


J. K. BUSBY, 
Pennsylvania Power & Light Co., Allentown, Pa. 
D. C. COOK, 
American Electric Power Co., Inc., New York, N. Y. 
E. W. DOEBLER, 
Long Island Lighting Co., Mineola, N. Y. 
R. R. DUNN, 
Potomac Electric Power Co., Washington, D. C. 
C. E. EBLE, 
Consolidated Edison Co. of New York, Inc., New York, 
N, ¥. 
F. I. FAIRMAN, 
Kentucky Utilities Co., Lexington, Ky. 
P. A. FLEGER, 
Duquesne Light Co., Pittsburgh, Pa. 


D. E. KARN, 
Consumers Power Co., Jackson, Mich. 
D. S. KENNEDY, 


Oklahoma Gas and Electric Co., Oklahoma City, Okla. 
E. D. SHERWIN, 


San Diego Gas & Electric Co., San Diego, Calif. 
N. R. SUTHERLAND, 


Pacific Gas and Electric Co., San Francisco, Calif. 
L. V. SUTTON, 


Carolina Power & Light Co., Raleigh, N. C. 
W. BF. TAIT. gh. 


Public Service Electric and Gas Co., Newark, N. J. 
WILLIAM WEBSTER, 


New England Electric System, Boston, Mass. 
C. H. WHITMORE, 


Iowa-Illinois Gas and Electric Co., Davenport, Iowa 


(Terms expiring 1962) 


E. R. ACKER, 
Central Hudson Gas & Electric Corp., Poughkeepsie, 
N.. ¥. 
W. L. CISLER, 
The Detroit Edison Co., Detroit, Mich. 
J. E. CORETTE, 
The Montana Power Co., Butte, Mont. 
G. W. EVANS, 
Kansas Gas and Electric Co., Wichita, Kan. 
0. T. FITZWATER, 
Indianapolis Power & Light Co., Indianapolis, Ind. 
R. A. GIBSON, 
The Hartford Electric Light Co., Hartford, Conn. 
R. E. GINNA, 
Rochester Gas and Electric Corp., Rochester, N. Y. 
E. L. LINDSETH, 
The Cleveland Electric Illuminating Co., Cleveland, 
Ohio 


J. W. McAFEE, 
Union Electric Co., St. Louis, Mo. 
H. M. MILLER, 
Columbus and Southern Ohio Electric Co., Columbus. 
Ohio 
E. M. NAUGHTON, 
Utah Power & Light Co., Salt Lake City, Utah 
J. 1... RICE, JR., 
The West Penn Electric Co., New York, N. Y. 
H. P. TAYLOR, 
Wisconsin Public Service Corp., Milwaukee, Wis. 
0. TITUS, 
Metropolitan Edison Co., Reading, Pa. 
D. J. TUEPKER, 
Public Service Co. of Oklahoma, Tulsa, Okla. 


EXECUTIVE COMMITTEE 


E. R. Acker, C. E. Eble, Willis Gale, E. L. Lindseth, W. W. Lynch, 
J. W. McAfee, N. R. Sutherland, L. V. Sutton, G. W. Van Derzee 





ADVISORY COMMITTEE 1959-1960 


D. C. BARNES, 

Virginia Electric and Power Co., Richmond, Va. 
A. D. BARNEY, 

The Hartford Electric Light Co., Hartford, Conn. 
J. B. BLACK, 

Pacific Gas and Electric Co., San Francisco, Calif. 
HARLLEE BRANCH, JR., 

The Southern Co., Atlanta, Ga. 
H. J. CADWELL, 


Western Massachusetts Electric Co., Greenfield, Mass. 


C. P. CRANE, 
Baltimore Gas and Electric Co., Baltimore, Md. 
C. B. DELAFIELD, 


Consolidated Edison Co. of New York, Inc., New York, 


N. ©. 
T. G. DIGNAN, 
Boston Edison Co., Boston, Mass. 


I. L. MOORE, 

New England Electric System, Boston, Mass. 
G. C. NEFF, 

Wisconsin Power and Light Co., Madison, Wis. 
C. E. OAKES, 

Pennsylvania Power & Light Co., Allentown, Pa. 
J. S. OSBORNE, 

Central & South West Corp., Chicago, IIl. 
HAROLD QUINTON, 

Southern California Edison Co., Los Angeles, Calif. 
R. G. RINCLIFFE, 

Philadelphia Electric Co., Philadelphia, Pa. 
K. M. ROBINSON, 

The Washington Water Power Co., Spokane, Wash. 
W. H. SAMMIS, 

Ohio Edison Co., Akron, Ohio 








E. H. DIXON, 


Middle South Utilities Inc., New York, N. Y. 


G. M. GADSBY, 


Utah Power & Light Co., Salt Lake City, Utah 


D. C. LUCE, 


Public Service Electric and Gas Co., Newark, N. J. 


G. L. MACGREGOR, 
Texas Utilities Co., Dallas, Texas 
E. J. MACHOLD, 


Niagara Mohawk Power Corp., Syracuse, N. Y. 


P. B. McKEE, 


Pacific Power & Light Co., Portland, Ore. 


McGREGOR SMITH, 


F.. . LAr, 
J. B. THOMAS, 


Florida Power & Light Co., Miami, Fla. 
PHILIP SPORN, 
American Electric Power Co., Inc., New York, N. Y. 


The Dayton Power and Light Co., Dayton, Ohio 


Texas Electric Service Co., Fort Worth, Texas 
E. S. THOMPSON, 


The West Penn Electric Co., New York, N. Y. 


ALLEN VAN WYCK, 


Illinois Power Co., Decatur, IIl. 


Committees of the Board of Directors 


COMMITTEE ON 
ATOMIC POWER 


Chairman, E. L. LINDSETH, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio 


Vice Chairman, W. J. CLAPP, Florida 
Power Corp., St. Petersburg, Fla. 


J. K. BusBy, Pennsylvania Power & 
Light Co., Allentown, Pa. 

W. L. CISLER, The Detroit Edison Co., 
Detroit, Mich. 

C. B. DELAFIELD, Consolidated Edison 
Co. of New York, Inc., New York, 
|: ee 2 

E. H. DIxon, Middle South Utilities 
Inc., New York, N. Y. 

P. A. FLEGER, Duquesne Light Co., 
Pittsburgh, Pa. 

G. M. GapsBy, Utah Power & Light 
Co., Salt Lake City, Utah 

R. E. GINNA, Rochester Gas and Elec- 
tric Co., Rochester, N. Y. 

J. W. McAFEE, Union Electric Co., 
St. Louis, Mo. 

C. B. McMANuws, The Southern Co., 
Inc., Atlanta, Ga. 

I. L. Moore, New England Electric 
System, Boston, Mass. 


R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 

PHILIP SPORN, American Electric 
Power Co., Inc., New York, N. Y. 
J. B. THOMAS, Texas Electric Service 

Co., Fort Worth, Texas 


MANAGEMENT PRACTICES 
COMMITTEE 


Chairman, S. L. DRUMM, West Penn 
Power Co., Greensburg, Pa. 


R. M. BESSE, Cleveland Electric II- 
luminating Co., Cleveland, Ohio 
H. J. CADWELL, Western Massachu- 
setts Electric Co., Greenfield, Mass. 
T. L. DorRAN, Montana Power Co., 
Butte, Mont. 

C. J. FORSBERG, Wisconsin Power & 
Light Co., Madison, Wis. 

W. W. LyNcH, Texas Power & Light 
Co., Dallas, Texas 

W. T. LUCKING, Arizona Public Ser- 
vice Co., Phoenix, Ariz. 

S. L. SIBLEY, Pacific Gas and Electric 
Co., San Francisco, Calif. 

HAROLD TURNER, American Electric 
Power Service Corp., New York, 
mm. XY. 
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J. H. WARD, Commonwealth Edison 
Co., Chicago, Ill. 

R. B. WILSON, Mississippi Power & 
Light Co., Jackson, Miss. 


MEMBERSHIP COMMITTEE 


Chairman, E. S. THOMPSON, West 
Penn Electric Co., New York, N. Y. 


A. D. BARNEY, The Hartford Electric 
Light Co., Hartford, Conn. 

R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. V. SUTTON, Carolina Power & Light 
Co., Raleigh, N. C. 


POLICY COMMITTEE ON 
POWER CAPACITY AND 
POOLING 


Chairman, C. E. OAKES, Pennsylvania 
Power & Light Co., Allentown, Pa. 


HARLLEE BRANCH, JR. The Southern 
Co., Atlanta, Ga. 

W. L. CISLER, The Detroit Edison Co., 
Detroit, Mich. 

E. H. DIxon, Middle South Utilities 
Inc., New York, N. Y. 
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WILLIS GALE, Commonwealth Edison 
Co., Chicago, Ill. 

N. B. GUSSETT, Iowa Power and Light 
Co., Des Moines, Iowa 

R. T. PERSON, Public Service Com- 
pany of Colorado, Denver, Colo. 

K. M. ROBINSON, Washington Water 
Power Co., Spokane, Wash. 

PHILIP SPORN, American Electric 
Power Corp., New York, N. Y. 

N. R. SUTHERLAND, Pacific Gas and 
Electric Co., San Francisco, Calif. 

J. B. THOMAS, Texas Electric Service 
Co., Fort Worth, Texas 

WILLIAM WEBSTER, New -England 
Electric System, Boston, Mass. 


COMMITTEE ON 
REGULATION 


Chairman, C. E. KOHLHEPP, New Jer- 
sey Power & Light Co., Denville, 
N. ue 


A. D. BARNEY, The Hartford Electric 
Light Co., Hartford, Conn. 

HARLLEE BRANCH, JR., The Southern 
Co., Atlanta, Ga. 

J. K. BusBy, Pennsylvania Power & 
Light Co., Allentown, Pa. 

R. H. GERDES, Pacific Gas and Electric 
Co., San Francisco, Calif. 

kK. M. ROBINSON, The Washington 
Water Power Co., Spokane, Wash. 

W. H. SAMMIs, Ohio Edison Co., Ak- 
ron, Ohio 

J. B. THOMAS, Texas Electric Service 
Co., Fort Worth, Texas 


COMMITTEE ON RELATIONS 
WITH EDUCATIONAL 
INSTITUTIONS 
Chairman, S. R. KNAPP, The Connecti- 
cut Light & Power Co., Berlin, 

Conn. 


E. L. LINDSETH, The Cleveland Elec- 


tric Illuminating Co., Cleveland, 
Ohio 
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M. §S. LUTHRINGER, Central Illinois 
Public Service Co., Springfield, II. 

W. W. LYNCH, Texas Power and 
Light Co., Dallas, Texas 

R. G. RINCLIFFE, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. V. SUTTON, Carolina Power & 
Light Co., Raleigh, N. C. 


COMMITTEE ON RURAL 
ELECTRIFICATION 


Chairman, W. W. LYNCH, Texas Pow- 
er and Light Co., Dallas, Texas 


C. T. BREMICKER, Northern States 
Power Co., Minneapolis, Minn. 

G. M. BRUNZELL, The Washington 
Water Power Co., Spokane, Wash. 

N. B. GUSSETT, Iowa Power and Light 
Co., Des Moines, Iowa 

W. T. LUCKING, Arizona Public Ser- 
vice Co., Phoenix, Ariz. 

J. J. MCDONOUGH, Georgia Power Co., 
Atlanta, Ga. 

G. C. NEFF, Wisconsin Power and 
Light Co., Madison, Wis. 

R. T. PERSON, Public Service Co. of 
Colorado, Denver, Colo. 

L. V. SuTToN, Carolina Power and 
Light C., Raleign, N. C. 

HAROLD TURNER, American Electric 
Power Service Corp., New York, 
N.Y. 

J. R. WELSH, Southwestern Electric 
Power Co., Shreveport, La. 


SPECIAL TAX POLICY 
COMMITTEE 


Chairman, D. S. KENNEDY, Oklahoma 
Gas and Electric Co., Oklahoma 
City, Okla. 


J. L. BATES, Central Power and Light 
Co., Corpus Christi, Texas 

C. P. CRANE, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

C. B. DELAFIELD, Consolidated Edison 
Co. of New York, Inc., New York, 
N: &%. 
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R. H. GERDES, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

R. E. GINNA, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

C. B. McMANus, The Southern Co., 
Atlanta, Ga. 

C. E. OAKES, Pennsylvania Power & 
Light Co., Allentown, Pa. 

E. H. WILL, Virginia Electric and 
Power Co., Richmond, Va. 

*A.G. MAIHOFER, The Detroit Edison 
Co., Detroit, Mich. 


TECHNICAL APPRAISAL TASK 
FORCE ON NUCLEAR 
POWER 


Chairman, J. F. FAIRMAN, Consoli- 
dated Edison Co. of N. Y., Ince., 
New York, N. Y. 


Secretary, G. E. WATKINS, Edison 
Electric Institute, New York, N. Y. 


R. F. BACHER, California Institute of 
Technology, Pasadena, Calif. 

MANSON BENEDICT, Massachusetts In- 
stitute of Technology, Cambridge, 
Mass. 

M. W. Boyer, Standard Oil Co. (New 
Jersey), New York, N. Y. 

W. L. CISLER, The Detroit Edison Co., 
Detroit, Mich. 

A. B. KINZEL, Union Carbide Corp., 
New York, N. Y. 

H. J. SCHOLZ, (Ret.), Southern Ser- 
vices, Inc., Birmingham, Ala. 

H. D. SMYTH, Princeton University, 
Princeton, N. J. 

PHILIP SPORN, American Electric 
Power Service Corp., New York, 
ic a 

N. R. SUTHERLAND, Pacific Gas and 
Electric Co., San Francisco, Calif. 

WILLIAM WEBSTER, New England 
Electric System, Boston, Mass. 

H. A. WINNE (Ret.), General Electric 
Co., Schenectady, N. Y. 


*Chairman of the Taxation Accounting Com- 
mittee. 


Accounting Division Committees 


ACCOUNTING DIVISION 
EXECUTIVE COMMITTEE 
Chairman, P. R. LAWSON, Pennsyl- 
vania Electric Co., Johnstown, Pa. 
Vice Chairman, W. T. HAMILTON, The 


Cleveland Electric Illuminating Co., 
Cleveland, Ohio 


N. J. AMBROSE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

*D. M. ARNOLD, Pennsylvania Power 
Co., New Castle, Pa. 

H. W. Boozer, Georgia Power Co., At- 
lanta, Ga. 

*R. W. BrieGcs, Virginia Electric and 
Power Co., Richmond, Va. 


G. J. BRETT, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 


*G. A. BROWNMILLER, The Connecti- 
cut Light & Power Co., Berlin, 
Conn. 


* Ex officio. 
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L. D. BrumiT, Florida Power Corp., 
St. Petersburg, Fla. 

OTTO BRUNENMEISTER, JR., Ohio Edi- 
son Co., Akron, Ohio 

T. H. BucKLEY, Public Service Co. 
of New Hampshire, Manchester, 
N. H. 

A. L. BurRGEsS, Northern States Pow- 
er Co., Minneapolis, Minn. 

R. B. CARPENTER, Carolina Power & 
Light Co., Raleign, N. C. 

C. L. Carr, Potomac Electric Power 
Co., Washington, D. C. 

E. L. Cassapy, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

*W. G. CHRISTIE, General Public 
Utilities Corp., New York, N. Y. 

J. V. CLEARY, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

L. W. COUGHLAN, Pacific Gas and 
Electric Co., San Francisco, Calif. 

J. F. DAty, Long Island Lighting 
Co., Mineola, N. Y. 

*C. D. Davis, The Detroit Edison Co., 
Detroit, Mich. 

M. J. DOAN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

C. T. DwiGHT, The Hartford Electric 
Light Co., Hartford, Conn. 

A. F. ELDER, The Washington Water 
Power Co., Spokane, Wash. 

J. F. FARLEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

R. R. FORTUNE, Pennsylvania Power 
& Light Co., Allentown, Pa. 

FRANK FREER, JR., Public Service 
Electric and Gas Co., Newark, N. J. 

*W. E. GRINTER, Consumers Power 
Co., Jackson, Mich. 

*R. E. HARBAUGH, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

J. J. HARRINGTON, The 
Power Co., Butte, Mont. 

E. H. HEGMANN, Duquesne Light Co., 
Pittsburgh, Pa. 

E. K. HIGLEY, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

R. W. Hoce, Atlantic City Electric 
Co., Atlantic City, N. J. 

E. J. HOWE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

E. M. IMHOFF, Pioneer Service & 
Engineering Co., Chicago, IIl. 

*P. D. JOHNSON, Consolidated Edison 
Co., of New York, Inc., New York, 
N. Y. 

ALLEN KENYON, The West Penn Elec- 
tric Co., New York, N. Y. 

J. W. KLUBERG, Consumers Power Co., 
Jackson, Mich. 

F. J. LABANCA, New Orleans Public 
Service Inc., New Orleans, La. 


Montana 





* Ex officio. 
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L. M. LA PortTE, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

E. H. LoTHER, New England Electric 
System, Boston, Mass. 

H. J. LYNE, Central Vermont Public 
Service Corp., Rutland, Vt. 

*R. G. MAAs, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

*A,G. MAIHOFER, The Detroit Edison 
Co., Detroit, Mich. 

G. R. Marrs, Texas Power & Light 
Co., Dallas, Texas 

R. McCLANAHAN, Middle West Serv- 
ice Co., Chicago, Ill. 

A. J. MCNULTY, Boston Edison Co., 
Boston, Mass. 

R. L. MEYER, Iowa Power and Light 
Co., Des Moines, Iowa 

A. G. MITCHELL, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. W. MOREHOUSE, General Public 
Utilities Corp., New York, N. Y. 
R. A. OLSON, Kansas City Power & 

Light Co., Kansas City, Mo. 

H. M. PARKER, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

C. E. PICHLER, Southern California 
Edison Co., Los Angeles, Calif. 

H. W. PIRKEY, JR., Southwestern 
Electric Power Co., Shreveport, La. 

S. E. RATCLIFFE, Virginia Electric 
and Power Co., Richmond, Va. 

W. J. READY, South Carolina Electric 
& Gas Co., Columbia, S. C. 

J. G. REESE, Houston Lighting & 
Power Co., Houston, Texas 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 

NEILL RICHARDS, Kansas Gas and 
Electric Co., Wichita, Kan. 

R. W. RICHARDSON, Mississippi Power 
Co., Gulfport, Miss. 

L. G. ROEMER, Wisconsin Public Serv- 
ice Corp., Milwaukee, Wis. 

F. W. RoGErRs, Texas Electric Service 
Co., Fort Worth, Texas 

E. E. ROLL, The Detroit Edison Co., 
Detroit, Mich. 

H. H. ScaFF, Ebasco Services Inc., 
New York, N. Y. 

H. E. SIMpson, Florida Power & 
Light Co., Miami, Fla. 

*J. B. WHITE, JR., Duquesne Light 
Co., Pittsburgh, Pa. 

R. D. WHITE, Union Electric Co., St. 
Louis, Mo. 

R. O. WHITMAN, American Electric 
Power Service Corp., New York, 
Be Xs 

G. H. WIER, Commonwealth Edison 
Co., Chicago, Til. 

*J. P. WILLIAMSON, The Toledo Edi- 
son Co., Toledo, Ohio 
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G. R. WoEHLER, Southern Indiana 
Gas and Electric Co., Evansville, 
Ind. 

A. R. Woop, The United Illuminating 
Co., New Haven, Conn. 

*M. G. WuEsT, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 


CUSTOMER ACTIVITIES GROUP 
Coordinator, D. M. ARNOLD, Penn- 
sylvania Power Co., New Castle, Pa. 


Accounting Division 
Customer Relations Committee 
Chairman, J. B. WHITE, JR., Duquesne 

Light Co., Pittsburgh, Pa. 


Vice Chairman, D. D. FERRY, Union 
Electric Co., St. Louis, Mo. 


H. E. ARMSEY, Kentucky Utilities Co., 
Pineville, Ky. 

R. C. BECKER, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

C. J. BERNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

G. A. BORKEY, Virginia Electric and 
Power Co., Richmond, Va. 

E. J. CAVE, Philadelphia Electric Co., 
Philadelphia, Pa. 

R. D. Davis, Ohio Power Co., Newark, 
Ohio 

E. FELSBERG, Public Service Electric 
and Gas Co., Newark, N. J. 

A. E. GERLAUGH, The Dayton Power 
and Light Co., Dayton, Ohio 

K. R. HINCKLEY, Houston Lighting & 
Power Co., Houston, Texas 

O. V. JONES, Long Island Lighting 
Co., Mineola, N. Y. 

J. P. LOUGHNANE, Boston Edison Co., 
Boston, Mass. 

F. J. MCKERNAN, Pennsylvania 
Power & Light Co., Allentown, Pa. 

G. J. NELLIS, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

L. D. PETERSON, The Kansas Power 
and Light Co., Topeka, Kan. 

T. J. PETERSON, The Detroit Edison 
Co., Detroit, Mich. 

G. T. PETTUS, Kansas City Power & 
Light Co., Kansas City, Mo. 

W. F. Powers, Consolidated Edison 
Co., of New York, Inc., New York, 
N.Y 

F. B. RANKIN, Public Service Co. of 
Colorado, Denver, Colo. 

R. L. RETTERER, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

D. C. STEADMAN, New York State 
Electric & Gas Corp., Binghamton, 
Mh. Y. 
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L. M. TAYLOR, Mississippi Power & 
Light Co., Jackson, Miss. 

O. D. WALRATH, The Cleveland Elec- 
tric Illuminating Co., Ashtabula, 
Ohio 

W. E. WARREN, Illinois Power Co., 
Decatur, Ill. 

L. C. WELLENSTEIN, Northern States 
Power Co., St. Paul, Minn. 

H. E. WELSH, Southern California 
Edison Co., Los Angeles, Calif. 

R. B. WILLIAMS, The Toledo Edison 
Co., Toledo, Ohio 


Customer Accounting Committee 
Chairman, R. G. MAAS, Wisconsin 
Electric Power Co., Milwaukee, 
Wis. 


Vice Chairman, A. A. DEL BONO, Bos- 
ton Edison Co., Boston, Mass. 


D. M. ARNOLD, Pennsylvania Power 
Co., New Castle, Pa. 

T. E. AUSTER, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

W. E. BALDWIN, Alabama Power Co., 
Birmingham, Ala. 

G. L. BARNES, Consumers Power Co., 
Jackson, Mich. 

L. L. BEEM, Public Service Co. of 
Colorado, Denver, Colo. 

C. D. BELANGER, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

R. W. BROWN, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

WILLIAM BuURRITT, Central Illinois 
Electric and Gas Co., Rockford, IIl. 

T. J. CASEY, Philadelphia Electric Co., 
Philadelphia, Pa. 

S. A. COLE, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

S. N. CorEY, Florida Power Corp., St. 
Petersburg, Fla. 

W. C. DREwrRy, Southern California 
Edison Co., Los Angeles, Calif. 

T. C. EICKMEYER, The Dayton Power 
and Light Co., Dayton, Ohio 

E. A. FLETCHER, Potomac Electric 
Power Co., Washington, D. C. 

W. G. Foster, Gulf Power Co., Pensa- 
cola, Fla. 

H. L. FREEMAN, Georgia Power Co., 
Atlanta, Ga. 

J. M. GASQUE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

C. R. GIBBONS, Pennsylvania Electric 
Co., Johnstown, Pa. 

G. J. GLuCK, Ohio Edison Co., Akron, 
Ohio 

C. R. GoopE, JR., Virginia Electric and 
Power Co., Richmond, Va. 

E. H. HALLIDAY, Utah Power & Light 
Co., Salt Lake City, Utah 
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P. G. HANLON, Atlantic City Electric 
Co., Atlantic City, N. J. 

J. R. HEERY, The United Illuminating 
Co., New Haven, Conn. 

W. I. HILL, Mississippi Power & 
Light Co., Jackson, Miss. 

C. A. HINGLE, New Orleans Public 
Service Inc., New Orleans, La. 

W. T. HUTCHINS, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

R. O. JACKSON, Stone & Webster 
Service Corp., New York, N. Y. 

E. H. JOHNSMEYER, Idaho Power Co., 
Boise, Idaho 

C. L. KASTEN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

T. A. KOSTANSKI, The Toledo Edison 
Co., Toledo, Ohio 

W. H. KUNTZI, Ceniral Illinois Public 
Service Co., Springfield, Il. 

J. D. LANG, Duquesne Light Co., 
Pittsburgh, Pa. 

J. C. LOWELL, Public Service Electric 
and Gas Co., Newark, N. J. 

J. C. LUCHSINGER, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 

J. A. MAGUIRE, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

JACK MANSELL, Dallas Power & Light 
Co., Dallas, Texas 

G. E. MINISTER, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

G. MONTAGUE, Baltimore Gas and 
Electric Co., Baltimore, Md. 

C. H. OLSON, Duquesne Light Co., 
Pittsburgh, Pa. 

V. C. OTTEN, NEES-Suburban Elec- 
tric Co., Malden, Mass. 

C. W. PETERS, The Detroit Edison 
Co., Detroit, Mich. 

W. J. Root, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

W. F. Rowe, Long Island Lighting 
Co., Hicksville, N. Y. 

H. F. SCHUSTER, The Kansas Power 
and Light Co., Topeka, Kan. 

L. J. SCULLY, Union Electric Co., St. 
Louis, Mo. 

J. R. SILVER, Kansas City Power & 
Light Co., Kansas City, Mo. 

G. M. SMITH, Northern States Power 
Co., Minneapolis, Minn. 

H. N. STEM, New Jersey Power & 
Light Co., Denville, N. J. 

J. C. STEWART, Stone & Webster Serv- 
ice Corp., New York, N. Y. 

M. W. Stusss, Carolina Power & 
Light Co., Raleigh, N. C. 

R. L. THOMAS, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

C. E. THORNBLADE, West Penn Power 
Co., Connellsville, Pa. 
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J. L. WALKER, The Dayton Power and 
Light Co., Dayton, Ohio 

O. E. WALKER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

M. F. YounG, The Connecticut Light 
& Power Co., Berlin, Conn. 

R. C. YounGc, JR. American Electric 
Power Service Corp., New York, 
Ne Xs 


Customer Collections Committee 

Chairman, M. G. WuEST, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio 

Vice Chairman, R. E. LINDNER, Cen- 
tral Illinois Public Service Co., 
Springfield, Ill. 


E. D. ADAMS, Kentucky Utilities Co., 
Lexington, Ky. 

R. V. Bowes, Philadelphia Electric 
Co., Philadelphia, Pa. 

P. B. Bray, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

H. J. CARR, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

P. D. CURLEY, Boston Edison Co., 
Boston, Mass. 

W. A. DeBus, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

R. S. Fox, The Kansas Power and 
Light Co., Topeka, Kan. 

J. E. HEVRON, New Orleans Public 
Service Inc., New Orleans, La. 

J. C. HUMPHREYS, The Dayton Power 
and Light Co., Dayton, Ohio 

E. R. JOHNSTON, West Penn Power 
Co., Greensburg, Pa. 

E. B. KRuGeER, Southern California 
Edison Co., Los Angeles, Calif. 

C. R. MAIO, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. J. MATZINGER, Long Island Light- 
ing Co., Hicksville, N. Y. 

F. U. NAYLOR, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. E. OLMSTED, Consumers Power Co., 
Jackson, Mich. 

C. W. PETERSON, Northern States 
Power Co., Minneapolis, Minn. 

E. M. SELFE, The Detroit Edison Co., 
Detroit, Mich. 

G. A. WILSON, Public Service Electric 
and Gas Co., Newark, N. J. 


GENERAL ACTIVITIES GROUP 
Coordinator, G. A. BROWNMILLER, 


The Connecticut Light & Power 
Co., Berlin, Conn. 


Depreciation Accounting 
Committee 
Chairman, C. D. Davis, The Detroit 
Edison Co., Detroit, Mich. 
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Vice Chairman, J. B. MADIGAN, The 
Hartford Electric Light Co., Hart- 
ford, Conn. 


C. P. ALLMAN, The Detroit Edison 
Co., Detroit, Mich. 

C. M. ATKINSON, Duquesne Light Co., 
Pittsburgh, Pa. 

C. R. BERRY, Pennsylvania Power & 
Light Co., Allentown, Pa. 

T. L. Berry, The Connecticut Light 
& Power Co., Berlin, Conn. 

A. J. BRODTMANN, New Orleans Pub- 
lic Service Inc., New Orleans, La. 

W. H. CAUuUNT, JR., Public Service 
Electric and Gas Co., Newark, N. J. 

WETMORE DAWES, Commonwealth 
Services Inc., New York, N. Y. 

E. C. EpGar, Gilbert Associates, Inc., 
New York, N. Y. 

J. R. GARDNER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
mM: z. 

M. J. GONZALEZ, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

E. F. HEIM; Utah Power & Light Co., 
Salt Lake City, Utah 

J. G. HOWARD, American 
Power Service Corp., 
IN.. ¥. 

J. W. HUMMER, Iowa Power and 
Light Co., Des Moines, Iowa 

-P. H. JEYNES, Public Service Electric 
and Gas Co., Newark, N. Y. 

R. M. KRAMER, The Dayton Power 
and Light Co., Dayton, Ohio 

A. H. KUHN, Pioneer Service & En- 
gineering Co., Chicago, Ill. 

G. T. LOGAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. T. LOSHING, The Celeveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

A. R. MORGAN, JR., Southern Services, 
Inc., Birmingham, Ala. 

BERNARD MORSE, Southern California 
Edison Ce., Los Angeles, Calif. 

H. E. MORTIMER, Gulf States Utili- 
ties Co., Beaumont, Texas 

H. R. Mua, Union Electric Co., St. 
Louis, Mo. 

W. J. NoIcoT, West Penn Power Co., 
Greensburg, Pa. 

L. G. PUTMAN, 
Akron, Ohio 

P. K. READ, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

J. J. REILLY, Ebasco Services Inc., 
New York, N. Y. 

C. N. Rice, JR., Northern States 
Power Co., Minneapolis, Minn. 

L. W. ROBINSON, Consumers Power 
Co., Jackson, Mich. 


Electric 
New York, 


Ohio Edison Co., 
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M. B. ROMEISER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

G. SCHOENBUCHER, New England 
Electric System, Boston, Mass. 

B. H. SHERRY, Baltimore Gas and 
Electric Co., Baltimore, Md. 

F. V. SrmmMpson, Stone & Webster 
Service Corp., New York, N. Y. 

R. S. SPENCER, Western Massachu- 
setts Electric Co., West Springfield, 
Mass. 

C. J. TRUDEAU, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. P. TYRRELL, Boston Edison Co., 
Boston, Mass. 

H. S. WEATHERBY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

H. R. WHITON, Virginia Electric and 
Power Co., Richmond, Va. 

E. F. WILDFONG, Portland General 
Electric Co., Portland, Ore. 

J. H. WILEY, Idaho Power Co., Boise, 
Idaho 


General Accounting Committee 
Chairman, M. J. DOAN, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio 
Vice Chairman, H. B. WANSLEY, 
Georgia Power Co., Atlanta, Ga. 


ALLEN ABERCROMBIE, 
sachusetts Electric 
Falls, Mass. 

A. L. ADAMS, Monongahela 
Co., Fairmont, W. Va. 

C. L. BAMETZRIEDER, Duquesne Light 
Co., Pittsburgh, Pa. 

J. H. BARTLEY, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

R. F. BOLDING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

H. H. BOLLINGER, Ohio Edison Co., 
Akron, Ohio 

C. B. BRADSHAW, Southern California 
Edison Co., Los Angeles, Calif. 

R. W. BRITT, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. E. CUTCLIFFE, JR., NEES-Worces- 
ter County Electric Co., Worcester, 
Mass. 

P, L. DAvis, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

WETMORE DAWES, Commonwealth 
Services Inc., New York, N. Y. 

C. H. DEWITT, Duquesne Light Co., 
Pittsburgh, Pa. 

R. N. DREIMAN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

J. A. DUNLAP, Metropolitan Edison 
Co., Reading, Pa. 

B. R. Eaps, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 


Mas- 
Turners 


Western 
Co., 


Power 
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W. H. EICHHORN, Pennslyvania 
Power & Light Co., Allentown, Pa. 

H. R. Fapum, The United Illuminat- 
ing Co., New Haven, Conn. 

U. J. Farr, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

L. R. Fay, Public Service Electric 
and Gas Co., Newark, N. J. 

C. A. GORANSON, The Connecticut 
Light & Power Co., Berlin, Conn. 

W. E. GRINTER, Consumers Power 
Co., Jackson; Mich. 

D. W. HALEY, Boston Edison Co., 
Boston, Mass. 

M. W. HALL, Consolidated Telegraph 
& Electrical Subway Co., (Consoli- 
dated Edison Co. of N. Y. Ince.), 
New York, N. Y. 

W. H. HARRISON, JR., Texas Electric 
Service Co., Fort Worth, Texas 

A. W. HATCH, Ebasco Services Inc., 
New York, N. Y. 

W. L. HOWENSTINE, Potomac Electric 
Power Co., Washington, D. C. 

M. M. ILcH, Idaho Power Co., Boise, 
Tdaho 

G. F. JONES, Potomac Electric Power 
Co., Washington, D. C. 

F. M. KEHOE, The Detroit Edison 
Co., Detroit, Mich. 

C. W. KELSEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

F. J. LABANCA, New Orleans Public 
Service Inc., New Orleans, La. 

R. O. LINVILLE, Kansas City Power 
& Light Co., Kansas City, Mo. 

K. P. LOCKE, The Detroit Edison Co., 
Detroit, Mich. 

N. B. MAcAuLAY, NEES-Merrimack- 
Essex Electric Co., Lawrence, Mass. 

J. J. MCCARTHY, Boston Edison Co., 
Boston, Mass. 

G. W. MILLER, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. F. MILLER, Northern States Power 
Co., Eau Claire, Wis. 

W. S. Moore, Public Service Co. of 
New Hampshire, Manchester, N. H. 

T. J. Muck, Duquesne Light Co., 
Pittsburgh, Pa. 

H. W. NICHOLS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

D. G. NICHOLSON, The Toledo Edison 
Co., Toledo, Ohio 

EK. G. PLATT, The Detroit Edison Co., 
Detroit, Mich. 

R. W. PorTER, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

J. R. POWELL, Carolina Power & Light 
Co., Raleigh, N. C. 

PAUL Ray, Central Illinois 
and Gas Co., Rockford, III. 

E. D. SCHEETZ, JR., Atlantic City Elec- 
tric Co., Atlantic City, N. J. 


Electric 
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A. G. SHOGREN, Northern States Pow- 
er Co., Minneapolis, Minn. 

E. L. SMITH, The Hartford Electric 
Light Co., Hartford, Conn. 

G. A. SPENCER, Virginia Electric and 
Power Co., Richmond, Va. 

J. L. STALL, Southwestern Electric 
Power Co., Shreveport, La. 

A. R. St. BERNARD, The Cleveland 
Electric Illuminating Co., Cleveland, 
Ohio 

W. L. WAGNER, West Penn Power Co., 
Greensburg, Pa. 

H. S. WEATHERBY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

O. H. WHITE, Central Illinois Public 
Service Co., Springfield, Ill. 

G. R. WOEHLER, Southern Indiana Gas 
and Electric Co., Evansville, Ind. 
W. H. ZIMMER, JR., The Cincinnati 

Gas & Electric Co., Cincinnati, Ohio 


Internal Auditing Committee 


Chairman, R. W. Briccs, Virginia 
Electric and Power Co., Richmond, 
Va. 

Vice Chairman, A. J. GREGORY, Wis- 
consin Electric Power Co., Milwau- 
kee, Wis. 


K. S. ANDERSON, Kansas City Power 
& Light Co., Kansas City, Mo. 
H. W. BARNES, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
F. G. BAUER, Union Electric Co., St. 
Louis, Mo. 

J. M. BoYER, Ohio Edison Co., Akron, 
Ohio 

M. A. CoccHIOLA, Duquesne Light Co., 
Pittsburgh, Pa. 

J. P. COOKE, Carolina Power & Light 
Co., Raleigh, N. C. 

H. C. ENAS, Texas Electric Service 
Co., Fort Worth, Texas 

BIRON GANSER, Philadelphia Electric 
Co., Philadelphia, Pa. 

FRED HARRIS, Florida Power Corp., 
St. Petersburg, Fla. 
E. W. HARSH, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 
R. A. JEREMIAH, Long Island Light- 
ing Co., Mineola, N. Y. 

H. J. JOHNSON, Public Service Co. of 
Colorado, Denver, Colo. 

L. E. KIssGEN, New Orleans Public 
Service Inc., New Orleans, La. 

C. K. LARSON, Northern States Power 
Co., Minneapolis, Minn. 

G. A. LEE, Potomac Electric Power 
Co., Washington, D. C. 

R. T. McDONALD, Monongahela Pow- 
er Co., Fairmont, W. Va. 
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P. H. MurpDocu, Southern California 
Edison Co., Los Angeles, Calif. 

C. J. NICHOLS, Baltimore Gas and 
Electric Co., Baltimore, Md. 

T. P. O’CoNNOR, JR., Boston Edison 
Co., Boston, Mass. 

L. G. PARK, Portland General Electric 
Co., Portland, Ore. 

H. C. PETERSON, Orange and Rockland 
Utilities, Inc., Boston, Mass. 

S. E. SANTOS, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

R. A. SOUTHARD, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

ANTON STEVEN, West Penn Power 
Co., Greensburg, Pa. 

H. R. SYMEs, The Detroit Edison Co., 
Detroit, Mich. 

K. M. TORGERSON, Iowa Power and 
Light Co., Des Moines, Iowa 

R. B. TRITTON, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

G. F. VANDERSLICE, Pennsylvania 
Power & Light Co., Allentown, Pa. 


Plant Accounting and Property 
Records Committee 
Chairman, P. D. JOHNSON, Consoli- 
dated Edison Co. of New York, Inc., 

New York, N. Y. 
Vice Chairman, J. W. PRENGER, New 


Orleans Public Service Inc., New 
Orleans, La. 
P. A. BALLINGER, Columbus and 


Southern Ohio Electric Co., Colum- 
bus, Ohio 

L. W. Burns, Northern States Power 
Co., Minneapolis, Minn. 

S. H. Capy, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

R. C. CRAVENS, Kansas City Power & 
Light Co., Kansas City, Mo. 

J. W. DopGceE, Orange and Rockland 
Utilities, Inc., Nyack, N. Y. 

J. W. DUNGAN, The Toledo Edison 
Co., Toledo, Ohio 

J. C. EGG, Duquesne Light Co., Pitts- 
burgh, Pa. 

L. S. EvANS, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

A. B. FAIRBANK, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

E. A. FISHER, Pennsylvania Power & 
Light Co., Allentown, Pa. 

H. L. FRENCH, Baltimore Gas and 
Electric Co., Baltimore, Md. 

D. W. GASKINS, Potomac Electric 
Power Co., Washington, D. C. 

JOHN HANNA, Public Service Electric 
and Gas Co., Newark, N. J. 

R. M. KEMPER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
J. F. KruszkA, Central Illinois Public 

Service Co., Springfield, Ill. 
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J. T. LAHATTE, Georgia Power Co., 
Atlanta, Ga. 

WILLIAM LAMBERT, JR., Southern 
Services, Inc., Birmingham, Ala. 

A. W. LINDAHL, American Electric 
Power Service Corp., New York, 
i i 2 

R. B. Luck, Pacific Gas and Electric 
Co., San Francisco, Calif. 

H. J. MCCARTHY, West Penn Power 
Co., Greensburg, Pa. 

C. L. McCoINn, Ohio Edison Co., Ak- 
ron, Ohio 

E. C. Moore, Boston 
Charlestown, Mass. 

S. S. NEWCoMB, The United Illuminat- 
ing Co., New Haven, Conn. 

S. B. ROBERTSON, Virginia Electric 
and Power Co., Richmond, Va. 

M. B. ROMEISER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

G. SCHOENBUCHER, New England 
Electric System, Boston, Mass. 

J. W. SEGERS, Southwestern Electric 
Power Co., Shreveport, La. 

W. L. SINEATH, Florida Power Corp., 
St. Petersburg, Fla. 

J. J. SPENCER, The Detroit Edison 
Co., Detroit, Mich. 

C. D. SWANSON, Southern California 
Edison Co., Los Angeles, Calif. 

K. R. WATSON, Philadelphia Electric 
Co., Philadelphia, Pa. 

M. C. ZUMPE, Consumers Power Co., 
Jackson, Mich. 


Edison Co., 


Taxation Accounting Committee 


Chairman, A. G. MAIHOFER, The De- 
troit Edison Co., Detroit, Mich. 
Vice Chairman, A. M. CLEMENT, Vir- 
ginia Electric and Power Co., Rich- 

mond, Va. 


E. A. ANDERSEN, Idaho Power Co., 
Boise, Idaho 

H. D. ANDERSON, JR., American Elec- 
tric Power Service Corp., New 
York, N. Y. 

H. E. BLACHFORD, The Detroit Edison 
Co., Detroit, Mich. 

A. V. BOETTICHER, Middle West Ser- 
vice Co., Chicago, IIl. 

J. F. BRENNAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

G. J. COVALT, The West Penn Electric 
Co., New York, N. Y. 

H. B. DARDEN, Monongahela Power 
Co., Fairmont, W. Va. 

H. R. DEAN, Houston Lighting & 
Power Co., Houston, Texas 

J. R. DiLt, The Dayton Power and 
Light Co., Dayton, Ohio 

R. M. Dopps, Ebasco Services Inc., 
New York, N. Y. 
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R. R. DRAKE, California Electric Pow- 
er Co., San Bernardino, Calif. 

T. J. FLANAGAN, New England Elec- 
tric System, Boston, Mass. 

C. E. GLEASON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
W. E. GRAY, Kentucky Utilities Co., 

Lexington, Ky. 

W. H. HARRISON, JR., Texas Electric 
Service Co., Fort Worth, Texas 

H. B. HASLETT, JR., Atlantic City 
Electric Co., Atlantic City, N. J. 

R. A. HEIMANN, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

H. M. HosBson, Public Service Electric 
and Gas Co., Newark, N. J. 

T. W. HOLLAND, Public Service Co. 
of Oklahoma, Tulsa, Okla. 

T. F. HoLTHAM, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

H. S. HowArD, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

S. L. KELLY, Union Electric So., St. 
Louis, Mo. 

J. A. KNEPPER, Duquesne Light Co., 
Pittsburgh, Pa. 

J. G. LOADER, Florida Power Corp., 
St. Petersburg, Fla. 

J. B. MARBURGER, West Penn Power 
Co., Greensburg, Pa. 

A. L. MAXWELL, Southern California 
Edison Co., Los Angeles, Calif. 

R. L. MEYER, Iowa Power and Light 
Co., Des Moines, lowa 

L. H. MITCHELL, Delaware Power & 
Light Co., Wilmington, Del. 

R. C. MoorE, Potomac Electric Power 
Co., Washington, D. C. 

W. R. MorANn, The Toledo Edison Co., 
Toledo, Ohio 

A. R. Moss, The Potomac Edison Co., 
Frederick, Md. 

T. F. O’BRIEN, Ebasco Services Inc., 
New York, N. Y. 

C. A. PALMGREN, JR., New Orleans 
Public Service Inc., New Orleans, 
La. 

R. S. PARKER, NEGEA Service Corp., 
Cambridge, Mass. 

W. L. PAYNE, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

M. A. PEcK, Ohio Edison Co., Akron, 
Ohio 

N. F. PLANTE, Western Massachusetts 
Electric Co., Turners Falls, Mass. 

ALEX PRYHODA, Central Illinois Elec- 
tric and Gas Co., Rockford, III. 

G. E. RICHARD, Gulf State Utilities 
Co., Beaumont, Texas 

D. P. ROBERTS, Public Service Co. of 
Colorado, Denver, Colo. 

E. J. Rook, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 
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C. F. SCHOENEBAUM, Ebasco Services 
Inc., New York, N. Y. 

L. F. SCHOLLEY, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

MICHAEL SELTZER, Kansas City Power 
& Light Co., Kansas City, Mo. 

L. J. STROMBERG, Northern States 
Power Co., Minneapolis, Minn. 

D. J. TREGO, Pennsylvania Power & 
Light Co., Allentown, Pa. 

C. J. TRUDEAU, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. P. TYRRELL, Boston Edison Co., 
Boston, Mass. 

R. J. VAN Ess, Consumers Power Co., 
Jackson, Mich. 

J. R. WEGER, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

E. T. WEIN, Commonwealth Edison 
Co., Chicago, Til. 

D. G. WURRESCHKE, Southern 
vices, Inc., Birmingham, Ala. 

C. E. York, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 


Ser- 


SPECIAL ACTIVITIES GROUP 


Coordinator, W. T. HAMILTON, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio 


Accounting Employee Relations 
Committee 


Chairman, W. E. GRINTER, Consumers 
Power Co., Jackson, Mich. 


C. E. BERRY, Duquesne Light Co., 
Pittsburgh, Pa. 

H. M. Currey, Niagara Mohawk Pow- 
er Corp., Albany, N. Y. 

G. W. FEWKES, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. P. FIELDER, Public Service Electric 
and Gas Co., Newark, N. J. 

S. C. GRANT, Philadelphia 
Co., Ardmore, Pa. 

J. J. LEARY, Boston Edison Co., Bos- 
ton, Mass. 

D. J. PIZZIMENTI, The Detroit Edison 
Co., Detroit, Mich. 


Electric 


Application of Accounting 
Princip'es Committee 
Chairman, W. G. CHRISTIE, General 
Public Utilities Corp., New York, 

Ni YX. 


R. R. FORTUNE, Pennsylvania lower 
& Light Co., Allentown, Pa. 

ALLEN KENYON, The West Penn Elec. 
tric Co., New York, N. Y. 

J. W. KLUBERG, Consumers Power Co., 
Jackson, Mich. 
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F. J. LABANCA, New Orleans Public 
Service Inc., New Orleans, La. 

E. A. LADD, Ohio Edison Co., Akron, 
Ohio 

E. E. MATTHEWS, Public Service Co. 
of Colorado, Denver, Colo. 

A. G. MITCHELL, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. E. PICHLER, Southern California 
Edison Co., Los Angeles, Calif. 

W. J. READY, South Carolina Electric 
& Gas Co., Columbia, S. C. 

E. E. ROLL, The Detroit Edison Co., 
Detroit, Mich. 

E. J. ROSAZZA, The United Illuminat- 
ing Co., New Haven, Conn. 

R. G. SCHNEIDER, Virginia Electric 
and Power Co., Richmond, Va. 

EMANUEL TODER, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

R. O. WHITMAN, American Electric 
Power Service Corp., New York, 
N.Y. 


Electronic Accounting Machine 
Developments Committee 


Chairman, R. E. HARBAUGH, Phila- 
delphia Electric Co., Philadelphia, 
Pa. 


F. F. BEISEL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

A. J. BRODTMANN, New Orleans Pub- 
lic Service Inc., New Orleans, La. 
J. S. BURCHELL, New Jersey Power & 

Light Co., Denville, N. J. 

J. G. CADBY, Wisconsin Electric Pow- 
er Co., Milwaukee, Wis. 

W. H. CAUNT, JR., Public Service Elec- 
tric and Gas Co., Newark, N. J. 

J. A. COMERFORD, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

E. D. COWLES, The Detroit Edison 
Co., Detroit, Mich. 

R. E. ELLIFRITZ, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

J. A. Hoae, Atlantic City Electric Co., 
Atlantic City, N. J. 

C. MARCHYSHYN, West Penn Power 
Co., Greensburg, Pa. 

W. J. OTT, The Cincinnati Gas & Elec- 
tric Co., Cincinnati, Ohio 

A. 8. RECK, Union Electric Co., St. 
Louis, Mo. 

DEXTER STONER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

S. E. WERTHEIM, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

J. E. ZWETTLER, Wisconsin Power and 
Light Co., Madison, Wis. 
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Methods and Procedures 
Committee 
Chairman, J. P. WILLIAMSON, The To- 
ledo Edison Co., Toledo, Ohio 
C. E. Brockway, Potomac Electric 
Power Co., Washington, D. C. 
J. P. BROMLEY, Consumers Power Co., 
Jackson, Mich. 
J. M. EMERY, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 
C. R. GIBBONS, Pennsylvania Electric 
Co., Johnstown, Pa. 

R. E. HARBAUGH, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

R. G. SINN, The Detroit Edison Co., 
Detroit, Mich. 

D. E. STAapp, New Orleans Public 
Service Inc., New Orleans, La. 
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A. B. WILSON, Georgia Power Co., 
Atlanta, Ga. 

P. F. WuEST, Long Island Lighting 
Co., Hicksville, N. Y. 


Uniform System of Accounts 
Committee 
Chairman, E. H. HEGMANN, Duquesne 
Light Co,. Pittsburgh, Pa. 
J. B. BERG, American Electric Power 
Service Corp., New York, N. Y. 
D. W. FABER, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 

R. R. FORTUNE, Pennsylvania Power & 
Light Co., Allentown, Pa. 

A. W. HAtTcH, Ebasco Services Inc., 
New York, N. Y. 

P. R. LAWSON, Pennsylvania Electric 
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Co., Johnstown, Pa. 

E. R. PETERSON, Southern California 
Edison Co., Los Angeles, Calif. 

R. J. PLOURDE, The Detroit Edison 
Co., Detroit, Mich. 

R. W. PORTER, Stone & Webster Ser- 
vice Corp., New York, N. Y. 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Hartford, Conn. 

R. G. SCHNEIDER, Virginia Electric 
and Power Co., Richmond, Va. 

W. T. SPERRY, Public Service Electric 
and Gas Co., Newark, N. J. 

S. N. SPRING, Consumers Power Co., 
Jackson, Mich. 

EMANUEL TODER, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 


Customer, Employee and Investor Relations 


EXECUTIVE COMMITTEE OF 
CUSTOMER, EMPLOYEE AND 
INVESTOR RELATIONS 
DIVISION 


Chairman, C. E. OAKES, Pennsylvania 
Power & Light Co., Allentown, Pa. 
C. E. EBLE, Consolidated Edison Co. 

of New York, Inc., New York, N. Y. 
J. W. MCAFEE, Union Electric Co., St. 
Louis, Mo. 
W. H. SAMMIs, 
Akron, Ohio. 


Ohio Edison Co., 


CUSTOMER RELATIONS 
COMMITTEE 

Chairman, KIMBALL JACK, The Wash- 
ington Water Power Co., Spokane, 
Wash. 

Secretary, PRALL CULVINER, Edison 
Electric Institute, New York, N. Y. 

J. I. AHERN, New England Electric 
System, Boston, Mass. 

HOWARD ARNETT, Portland General 
Electric Co., Portland, Ore. 

S. F. BALDWIN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

R. F. BALL, Idaho Power Co., Boise, 
Idaho 

R. H. BRIDGES, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

G. R. CONOVER, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. C. COSTELLO, Ohio Edison Co., 
Akron, Ohio 

C. B. DELAFIELD, Consolidated Edison 
Co. of New York, Inc., New York, 
We: 

BEEMAN FISHER, Texas Electric Ser- 
vice Co., Fort Worth, Texas 


Division Committees 


J. K. FLANAGAN, Florida Power Corp., 
St. Petersburg, Fla. 

E. O. GEORGE, The Detroit Edison Co., 
Detroit, Mich. 

R. H. Gros, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. M. GUILLORY, New Orleans Public 
Service Inc., New Orleans, La. 

P. V. HAYDEN, The Connecticut Light 
& Power Co., Hartford, Conn. 

H. R. JOHNSON, American Electric 
Power Service Corp., New York, 
N.Y. 

W. S. JOHNSON, Wisconsin Power and 
Light Co., Madison, Wis. 

M. G. KENNEDY, Ebasco Services Inc., 
New York, N. Y. 

E. R. Kropp, Union Electric Co., St. 
Louis, Mo. 

D. M. MACKIE, Commonwealth Ser- 
vices Inc., New York, N. Y. 

T. M. McDANIEL, JR., Southern Cali- 
fornia Edison Co., Los Angeles, 
Calif. 

F. T. McEvoy, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

D. J. McGowAN, Consumers Power 
Co., Jackson, Mich. 

I. S. MITCHELL, III, Georgia Power 
Co., Atlanta, Ga. 

M. F, MurpHy, Commonwealth Edi- 
son Co., Chicago, Ill. 

J. F. OweENs, JR. Northern States 
Power Co., St. Paul, Minn. 

E. L. PALMER, Pennsylvania Power & 
Light Co., Allentown, Pa. 

C. W. RAFF, The Montana Power Co., 
Butte, Mont. 


JACK RILEY, Carolina Power & Light 
Co., Raleigh, N. C. 

SAM SCHWIEGER, Southwestern Elec- 
tric Power Co., Shreveport, La. 

J. P. WADE, Central Illinois Public 
Service Co., Springfield, Ill. 

DON WILLIs, Arizona Public Service 
Co., Phoenix, Ariz. 

R. W. WILSON, Potomac Electric 
Power Co., Washington, D. C. 

R. M. WINSBOROUGH, Middle West 
Service Co., Chicago, IIl. 


INDUSTRIAL RELATIONS 
COMMITTEE 


Chairman, W. H. SENYARD, Louisiana 
Power & Light Co., New Orleans, 
La. 

Vice Chairman, C. E. PARKER, Com- 
monwealth Edison Co., Chicago, IIl. 

Secretary, E. S. EVANS, Edison Elec- 
tric Institute, New York, N. Y. 

D. C. ALLEN, Public Service Electric 
and Gas Co., Newark, N. J. 

K. K. ALLEN, Southern California 
Edison Co., Los Angeles, Calif. 

J. C. ARNELL, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

KENNETH AUSTIN, Duke Power Co., 
Charlotte, N. C. 

J. H. BARNES, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 

D. A. BARTLETT, Western Massachu- 
setts Electric Co., Springfield, Mass. 

J. M. C. BETTs, The United Illuminat- 
ing Co., New Haven, Conn. 

H. L. BOWEN, Georgia Power Co., 
Atlanta, Ga. 
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H. E. Boypb, Potomac Electric Power 
Co., Washington, D. C. 

C. T. BRASFIELD, JR., Alabama Power 
Co., Birmingham, Ala. 

E. J. BRILL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

M. F. BUNNELL, Florida Power Corp., 
St. Petersburg, Fla. 

C. W. CALDWELL, Orange and Rock- 
land Utilities, Inc., Nyack, N. Y. 

C. H. CAMPBELL, Pacific Power & 
Light Co., Portland, Ore. 

J. W. CAROTHERS, Baltimore Gas and 
Electric Co., Baltimore, Md. 

V. §S. CASEBOLT, The Washington 
Water Power Co., Spokane, Wash. 
A. L. CLARK, Virginia Electric and 

Power Co., Richmond, Va. 

A. L. COLLIGAN, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.Y. 

L. D. COLLINS, Central Power and 
Light Co., Corpus Christi, Texas 
F. R. DouGHTy, New York State 
Electric & Gas Corp., Binghamton, 

N.. ¥; 

W. H. DUNHAM, Central Main Power 
Co., Augusta, Maine 

G. W. FEWKES, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. L. GERBER, Atlantic City Electric 
Co., Atlantic City, N. J. 

F. J. GLEESON, Northern States Power 
Co., Minneapolis, Minn. 

W. E. GORDON, Portland General Elec- 
tric Co., Portland, Ore. 

C. S. GREEN, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

E. W. HARPER, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

P. V. HAYDEN, The Connecticut Light 
& Power Co., Hartford, Conn. 

WILLIAM ISMAY, Arizona Public Ser- 
vice Co., Phoenix, Ariz. 

PATRICK JOHNSON, Puget Sound 
Power & Light Co., Bellevue, Wash. 

C. E. JONES, Mississippi Power & 
Light Co., Jackson, Miss. 

R. R. KATTERHENRY, Indianapolis 
Power & Light Co., Indianapolis, 
Ind. 

F. M. KEITH, Dallas Power & Light 
Co., Dallas, Texas 

F. W. KEITH, The Toledo Edison Co., 
Toledo, Ohio 

M. A. KIRK, Central Illinois Public 
Service Co., Springfield, Ill. 

F. L. LARKIN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

W. M. LASALLE, Ohio Edison Co., 
Akron, Ohio 


EDISON ELECTRIC 


S. F. LEAHY, The Detroit Edison Co., 
Detroit, Mich. 

I. O. MALL, Ebasco Services Inc., New 
York, N. Y. 

P. L. METZGER, Kansas City Power & 
Light Co., Kansas City, Mo. 

M. E. NELSON, San Diego Gas & Elec- 
tric Co., San Diego, Calif. 

J. S. NEWBOLD, Carolina Power & 
Light Co., Raleigh, N. C. 

F. M. Osta, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

M. F. OSTERLING, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

S. G. PAGE, Duquesne Light Co., Pitts- 
burgh, Pa. 

W. K. PAUL, Northern Indiana Public 
Service Co., Hammond, Ind. 

H. A. PETERSON, American Electric 
Power Service Corp., New York, 
N.Y. 

R. E. PHENICIE, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

DEWITT PIKE, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

H. V. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

F. C. PRASSE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

ELIOT PRIEST, Public Service Co. of 
New Hampshire, Manchester, N. H. 

F. R. RAucH, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

O. P. REED, Public Service Co. of 
Colorado, Denver, Colo. 

T. J. REGAN, JR., Boston Edison Co., 
Boston, Mass. 

J. A. REID, Southwestern 
Power Co., Shreveport, La. 

H. S. RICHMOND, Consumers Power 
Co., Jackson, Mich. 

O. H. RIRIE, Utah Power & Light Co., 
Salt Lake City, Utah 

REEVES RITCHIE, Arkansas Power & 
Light Co., Pine Bluff, Ark. 

L. A. RUSHMORE, Long Island Light- 
ing Co., Hicksville, N. Y. 

R. H. SESSIONS, Idaho 
Boise, Idaho 

T. N. SEWELL, Texas Power & Light 
Co., Dallas, Texas 

C. B. SHERMAN, Houston Lighting & 
Power Co., Houston, Texas 

R. S. SOULE, Monongahela Power Co., 
Fairmont, W. Va. 

C. R. STocKHus, Union Electric Co., 
St. Louis, Mo. 

E. C. STOLPER, Wisconsin Power and 
Light Co., Madison, Wis. 

E. B. STRAUSS, New Jersey Power & 
Light Co., Denville, N. J. 

J. E. TEAGAN, New England Electric 
System, Boston, Mass. 
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Co., 
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R. J. TILSON, Pacific Gas and Electric 
Co., San Francisco, Calif. 

C. C. WAGGET, Community Public Ser- 
vice Co., Fort Worth, Texas 

R. W. WALL, JR., Florida Power & 
Light Co., Miami, Fla. 

E. A. WERNER, Gulf States Utilities 
Co., Baton Rouge, La. 

J. H. WESTBROOK, West Penn Power 
Co., Cabin Hill, Greensburg, Pa. 

F. E. WINCHESTER, NEGEA Service 
Corp., Cambridge, Mass. 


INVESTOR RELATIONS 
COMMITTEE 


Chairman, W. H. ZIMMER, The Cincin- 
nati Gas & Electric Co., Cincinnati, 
Ohio 

Vice Chairman, A. H. SCHETTLER, 
Union Electric Co., St. Louis, Mo. 

G. L. ANDRUS, New Orleans Public 
Service Inc., New Orleans, La. 

W. G. BOURNE, JR., Commonwealth 
Services Inc., New York, N. Y. 

D. R. BOWER, Commonwealth Edison 
Co., Chicago, Ill. 

R. P. Briccs, Consumers Power Co., 
Jackson, Mich. 

OTTO BRUNENMEISTER, JR., 
Edison Co., Akron, Ohio 
RICHARD BULLWINKLE, Texas Utilities 

Co., Dallas, Texas 

H. A. BUSCH, General Public Utilities 
Corp., New York, N. Y. 

E. L. CASSADY, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

K. C. CHRISTENSEN, Pacific Gas and 
Electric Co., San Francisco, Calif. 

J. V. COLLEY, The Dayton Power and 
Light Co., Dayton, Ohio 

A. §S. Corson, Philadelphia Electric 
Co., Philadelphia, Pa. 

P. V. DOPLER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
F. C. EGGERSTEDT, JR., Long Island 

Lighting Co., Mineola, N. Y. 

A. W. EVANS, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

H. H. FERRIN, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

H. L. GRUEHN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

HARRY HANSON, New England Elec- 
tric System, Boston, Mass. 

F. J. HERR, JR., Central and South 
West Corp., Chicago, III. 

C. C. HERRMANN, Wisconsin Power 
and Light Co., Madison, Wis. 

E. J. HOWE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 
L. H. JAEGER, The Southern Co., At- 

lanta, Ga. 

JOHN JAMIESON, The Detroit Edison 
Co., Detroit, Mich. 


Ohio 
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B. A. JOHNSON, New England Gas and 
Electric Association, Cambridge, 
Mass. 

G. F. JOHNSON, Northern States Pow- 
er Co., Minneapolis, Minn. 

R. M. KELMON, Boston Edison Co., 
Boston, Mass. 

W. A. MARSHALL, The Toledo Edison 
Co., Toledo, Ohio 

D. C. McCLurRE, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 

P. H. MEHRTENS, Western Massachu- 
setts Electric Co., Springfield, Mass. 

F. B. MUHLFELD, Stone & Webster 
Service Corp., New York, N. Y. 

R. A. OLSON, Kansas City Power & 
Light Co., Kansas City, Mo. 

R. R. PARKMAN, Duquesne Light Co., 
Pittsburgh, Pa. 

E. R. PETERSON, Southern California 
Edison Co., Los Angeles, Calif. 
W. O. RANDELL, Columbus and South- 
ern Ohio Electric Co., Columbus, 

Ohio 
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S. E. RATCLIFFE, Virginia Electric and 
Power Co., Richmond, Va. 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 

NEILL RICHARDS, Kansas Gas & Elec- 
tric Co., Wichita, Kan. 

L. G. ROEMER, Wisconsin Public Ser- 
vice Corp., Milwaukee, Wis. 

ALEX ROGERS, Mississippi Power & 
Light Co., Jackson, Miss. 

F. W. RoGERs, Texas Electric Service 
Co., Fort Worth, Texas 

W. J. ROSE, American Electric Power 
Service Corp., New York, N. Y. 

T. F. ROWE, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

H. H. Scarr, Ebasco Services Inc., 
New York, N. Y. 

C. H. SCHWANER, Tampa Electric Co., 
Tampa, Fla. 

H. E. SIMPSON, Florida Power & 
Light Co., Miami, Fla. 

L. E. SLADE, Iowa Power and Light 
Co., Des Moines, Iowa 
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S. G. STALNECKER, Public Service 
Electric and Gas Co., Newark, N. J. 

A. C. STEWART, Kentucky Utilities Co., 
Lexington, Ky. 

L. V. SUTTON, Carolina Power & Light 
Co., Raleigh, N. C. 

W. L. THRAILKILL, The Washington 
Water Power Co., Spokane, Wash. 

A. W. TRIMBLE, Pacific Power & Light 
Co., Portland, Ore. 

A. C. VENCE, Atlantic City Electric 
Co., Atlantic City, N. J. 

W. D. VIRTUE, Public Service Co. of 
Colorado, Denver, Colo. 

J. N. Watts, Southwestern Electric 
Power Co., Shreveport, La. 

JOHN WILKIE, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

E. W. WILKINSON, The West Penn 
Electric Co., New York, N. Y. 

D. J. WINFIELD, Middle South Utili- 
ties, Inc., New York, N. Y. 

A. R. Woop, The United Illuminating 
Co., New Haven, Conn. 


Engineering and Opera ting Division Committees 


ENGINEERING AND OPERATING 
DIVISION EXECUTIVE 
COMMITTEE 


Chairman, W. L. CHADWICK, South- 
ern California Edison Co., Los An- 
geles, Calif. 

Secretary, H. E. KENT, Edison Elec- 
tric Institute, New York, N. Y. 

C. J. BELLER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
L. W. CADWALLADER, Potomac Electric 

Power Co., Washington, D. C. 

MILES CARY, Virginia Electric and 
Power Co., Richmond, Va. 

H. W. CoLuLins, The Detroit Edison 
Co., Detroit, Mich. 

L. E. Cook, Texas Power & Light Co., 
Dallas, Texas 

C. L. DERRICK, The Hartford Electric 
Light Co., Hartford, Conn. 

E. F. DISSMEYER, Ohio Edison Co., 
Akron, Ohio 

E. C. Durry, Long Island Lighting 
Co., Mineola, N. Y. 

S. N. FIALA, American Electric Pow- 
er Service Corp., New York, N. Y. 
C. W. FRANKLIN, Consolidated Edison 
Co. of New York Inc., New York, 

N.Y 

L. R. GATy, Philadelphia Electric Co., 
Philadelphia, Pa. 

LOFTIN JOHNSON, Florida Power & 
Light Co., Miami, Fla. 

C. M. LYTLE, Kansas City Power & 
Light Co., Kansas City, Mo. 


A. L. PENNIMAN, JR., Baltimore Gas 
and Electric Co., Baltimore, Md. 

R. E. PIERCE, Ebasco Services Inc., 
New York, N. Y. 

M. H. PRATT, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

E. V. SAYLES, Commonwealth Services 
Inc., Jackson, Mich. 

E. H. SNYDER, Public Service Electric 
and Gas Co., Newark, N. J. 

EARLE WILD, Commonwealth Edison 
Co., Chicago, Ill. 

G. V. WILLIAMSON, Union Electric 
Co., St. Louis, Mo. 


ELECTRICAL SYSTEM AND 
EQUIPMENT COMMITTEE 


Chairman, R. G. MEYERAND, Union 
Electric Co., St. Louis, Mo. 

Secretary, A. T. HIGGINS, Edison 
Electric Institute, New York, N. Y. 

C. T. ABBOTT, NEGEA Service Corp., 
Cambridge, Mass. 

P. A. ALTENDORF, Texas Electric Ser- 
vice Co., Fort Worth, Texas 

C. E. ASBURY, Commonwealth Ser- 
vices Inc., Jackson, Mich. 

J. W. ASMANN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

HARRIS BARBER, New England Electric 
System, Boston, Mass. 

F. J. BERGER, Philadelphia Electric 
Co., Philadelphia, Pa. 

F. W. BEYER, Duke Power Co., Char- 
lotte, N. C. 

J. F. BRACKEN, Commonwealth Edi- 


son Co., Maywood, IIl. 

J. S. Brown, Duquesne Light Co., 
Pittsburgh, Pa. 

O. K. BROWN, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

R. D. BRowWN, Monongahela Power 
Co., Fairmont, W. Va. 

F. W. Buck, The United Illuminating 
Co., New Haven, Conn. 

W. C. BuscH, Central Illinois Electric 
and Gas Co., Rockford, IIl. 

D. L. BYERS, Illinois Power Co., De- 
catur, II. 

FRED CAMPBELL, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

O. E. CHARLTON, Southern Services, 
Inc., Birmingham, Ala. 

P. S. CoLBy, Carolina Power & Light 
Co., Raleigh, N. C. 

R. P. CRIPPEN, Ebasco International 
Corp., New York, N. Y. 

H. E. DEARDORFF, The Dayton Power 
and Light Co., Dayton, Ohio 

L. K. DEL’HOMME, Houston Lighting 
& Power Co., Houston, Texas 

W. G. DEMPLER, Duquesne Light Co., 
Pittsburgh, Pa. 

E. F. DETuRK, Long Island Lighting 
Co., Hicksville, N. Y. 

A. C. FAGERLUND, Consumers Power 
Co., Jackson, Mich. 

W. C. FEASTER, The Potomac Edison 
Co., Hagerstown, Md. 

F. J. FICADENTI, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 
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W. B. Fisk, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

A. P. FUGILL, The Detroit Edison Co., 
Detroit, Mich. 

K. S. GARRETT, Philadelphia Electric 
Co., Philadelphia, Pa. 

H. J. GENTHNER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

W. J. GooGE, Southwestern Electric 
Power Co., Shreveport, La. 

J. W. GoreE, JR., Baltimore Gas and 
Electric Co., Baltimore, Md. 

R. M. GroGAN, Long Island Lighting 
Co., Hicksville, N. Y. 

V. J. HAYES, The Connecticut Light & 
Power Co., Hartford, Conn. 

R. G. Hooke, Public Service Electric 
and Gas Co., Newark, N. J. 

S. C. Hoover, Ohio Edison Co., Akron, 
Ohio 

D. F. HUGHES, Potomac Electric Pow- 
er Co., Washington, D. C. 

L. D. JOHNSON, III, Virginia Electric 
and Power Co., Richmond, Va. 

J. C. JONES, Pacific Power & Light 
Co., Portland, Ore. 

E. J. KARSTEN, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

A. O. KEMPPAINEN, Northern States 
Power Co., Minneapolis, Minn. 

P. W. KIESLING, Public Service Co. of 
Colorado, Denver, Colo. 

J. H. KINGHORN, American Electric 
Power Service Corp., New York, 
N.Y. 

A. A. KRONEBERG, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

W. H. LAMBERT, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

R. A. LAMLEY, Consumers Power Co., 
Jackson, Mich. 

H. A. MCLAUGHLIN, Central Hudson 
Gas & Electric Corp., Pough- 
keepsie, N. Y. 

T. O. MILLARD, Pioneer Service & En- 
gineering Co., Chicago, Ill. 

R. B. MILLER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

R. K. Moore, Pennsylvania Power & 
Light Co., Hazleton, Pa. 

M. G. MOosEs, Western Massachusetts 
Electric Co., Springfield, Mass. 

T. J. NAGEL, American Electric Pow- 
er Service Corp., New York, N. Y. 
R. E. NEIDIG, Metropolitan Edison 

Co., Reading, Pa. 

A. J. NICHOLSON, Kansas City Power 
& Light Co., Kansas City, Mo. 

K. L. PARTRIDGE, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

R. R. PEATFIELD, Stone & Webster 
Engineering Corp., Boston, Mass. 
R. M. PENNYPACKER, Philadelphia 

Electric Co., Philadelphia, Pa. 
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A. F. PHILLIPS, Duquesne Light Co., 
Pittsburgh, Pa. 

A. H. PHILLIPS, Gilbert Associates, 
Inc., Reading, Pa. 

D. G. RAYMER, Central Illinois Public 
Service Co., Springfield, II. 

K. N. REARDON, West Penn Power 
Co., Greensburg, Pa. 

T. D. REIMERS, Consolidated Edison 
Co. of N. Y. Inc., New York, N. Y. 

G. L. RHODES, New Orleans Public 
Service Inc., New Orleans, La. 

J. B. RoBuck, Texas Power & Light 
Co.; Dallas, Texas 

H. F. ROEMPKE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. A. ROTHFuUS, Ohio Edison Co., Ak- 
ron, Ohio 

F,. J. SCHNEIDER, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

T. W. SCHROEDER, Illinois Power Co., 
Decatur, IIl. 

L. R. Scott, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

R. W. SHERWOOD, Gulf States Utilities 
Co., Beaumont, Texas 

W. E. SLEMMER, Ebasco Services Inc., 
New York, N. Y. 

K. M. SMITH, Commonwealth Edison 
Co., Chicago, Il. 

L. E. SMITH, The Toledo Edison Co., 
Toledo, Ohio 

S. B. SMITH, Ebasco Services Inc., 
New York, N. Y. 

K. O. STEN, Boston Edison Co., Bos- 
ton, Mass. 

H. E. STITES, Central Illinois Public 
Service Co., Springfield, Ill. 

N. C. Storck, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. R. STOVER, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

E. R. STREED, Delaware Power & 
Light Co., Wilmington, Del. 

R. F. STUART, Pacific Gas and Electric 
Co., San Francisco, Calif. 

D. W. TAYLOR, Public Service Electric 
and Gas Co., Newark, N. J. 
J. J. TESAR, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
R. E. THORNTON, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

H. W. TIETZE, Public Service Electric 
and Gas Co., Newark, N. J. 

J. H. VIVIAN, Southern California 
Edison Co., Los Angeles, Calif. 

L. J. WACHTER, Northern States Pow- 
er Co., Minneapolis, Minn. 

R. R. WAGSTAFF, United Engineers & 
Constructors Inc., Philadelphia, Pa. 

M. R. WALLIN, Union Electric Co., St. 
Louis, Mo. 

J. B. WARb, Pacific Power & Light 
Co., Portland, Ore. 
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R. W. WERTS, Metropolitan Edison 
Co., Reading, Pa. 

H. J. WEST, Pennsylvania Power & 
Light Co., Allentown, Pa. 

K. L. WHEELER, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

S. R. WooDZELL, Potomac Electric 
Power Co., Washington, D. C. 

J. Q. WRAY, JR., Duke Power Co., 
Charlotte, N. C. 

C. P. ZIMMERMAN, American Electric 
Power Service Corp., New York, 
nN: X. 


HYDRAULIC POWER 
COMMITTEE 


Chairman, K. O. STRENGE, The Wash- 
ington Water Power Co., Spokane, 
Wash. 

Vice Chairman, R. A. LANE, Philadel- 
phia Electric Co., Philadelphia, Pa. 

Secretary, G. E. WATKINS, Edison 
Electric Institute, New York, N. Y. 

A. E. ALSPAUGH, Pacific Power & 
Light Co., Portland, Ore. 

R. M. BALL, The Montana Power Co., 
Butte, Mont. 

W. R. Barrows, Pioneer Service & 
Engineering Co., Chicago, IIl. 

L. B. CARD, Public Service Co. of 
Colorado, Denver, Colo. 

T. J. CORWIN, Pacific Gas and Electric 
Co., San Francisco, Calif. 

G. F. CROWE, New England Electric 
System, Boston, Mass. 

H. R. DANIELS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

A. V. DIENHART, Northern States 
Power Co., Minneapolis, Minn. 

W. E. EHRENSPERGER, Georgia Power 
Co., Atlanta, Ga. 

H. K. FAIRBANKS, Ebasco Services 
Inc., New York, N. Y. 

R. E. FULREADER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

R. E. GALE, Idaho Power Co., Boise, 
Idaho 

O. L. Hooper, Stone & Webster Engi- 
neering Corp., Boston, Mass. 

J. L. HYLAND, Western Massachusetts 
Electric Co., Springfield, Mass. 

J. H. KIME, Southern California Edi- 
son Co., Los Angeles, Calif. 

W. S. LEE, Duke Power Co., Charlotte, 
WN... 

P. M. LEFEVER, The Susquehanna 
Electric Co., Conowingo, Md. 

E. S. LOANE, General Public Utilities 
Corp., Reading, Pa. 

R. P. MORTELL, Puget Sound Power 
& Light Co., Bellevue, Wash. 
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C. R. PARRISH, West Penn Power Co., 
Greensburg, Pa. 

J. R. SLACK, Virginia Electric and 
Power Co., Richmond, Va. 

E. B. STROWGER, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

R. VAN VLIET, Pennsylvania Power 
& Light Co., Allentown, Pa. 

G. J. VENCILL, Union Electric Co., St. 
Louis, Mo. 

D. J. WATKINS, Utah Power & Light 
Co., Salt Lake City, Utah 

N. F. WILLIAMS, Southern Services 
Inc., Birmingham, Ala. 

P. H. YELTON, California Electric 
Power Co., San Bernardino, Calif. 


METER AND SERVICE 
COMMITTEE 


Chairman, C. P. STAHL, Wisconsin 
Power and Light Co., Madison, Wis. 
Vice Chairman, J. E. BURNEY, Ala- 
bama Power Co., Birmingham, Ala. 
Secretary, A. T. HIGGINS, Edison 
Electric Institute, New York, N. Y. 


D. C. ARMBRUSTER, New York State 
Electric & Gas Corp., Binghamton, 
N... ¥. 

V. P. Armour, Dallas Power & Light 
Co., Dallas, Texas 

J. W. ATKINS, Gulf States Utilities 
Co., Beaumont, Texas 

C. F. AustTIN, Public Service Co. of 
New Hampshire, Manchester, N. H. 

R. W. BANKS, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

J. L. BARTHOLOMEW, Pacific Gas and 
Electric Co., San Francisco, Calif. 

L. J. BECKWITH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

F. A. BELL, Mississippi Power & 
Light Co., Jackson, Miss. 

E. F. BLAIR, United Illuminating Co., 
New Haven, Conn. 

J. F. Cook, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
H. E. DANES, Jersey Central Power 
& Light Co., Asbury Park, N. J. 
S. J. DE Luca, Delaware Power & 

Light Co., Wilmington, Del. 

P. A. ESCHHOLZ, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

W. H. FARRINGTON, Texas Electric 
Service Co., Fort Worth, Texas 

J. P. FAUNCE, Atlantic City Electric 
Co., Atlantic City, N. J. 

K. S. FIELD, Ebasco Services Inc., 
New York, N. Y. 

F. L. J. HAMMERLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

W. C. HARRISON, Virginia Electric 
and Power Co., Richmond, Va. 
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E. B. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 

C. L. HocKMAN, Pennsylvania Elec- 
tric Co., Oil City, Pa. 

E. P. Hopces, Public Service Co. of 
Colorado, Denver, Colo. 

A. D. IRION, Southern California Edi- 
son Co., Alhambra, Calif. 

L. W. JONES, Kansas City Power & 
Light Co., Kansas City, Mo. 

F. G. JOSBERGER, Long Island Light- 
ing Co., Hicksville, N. Y. 

E. L. KELLER, Duquesne Light Co., 
Pittsburgh, Pa. 

A. L. KING, The Toledo Edison Co., 
Toledo, Ohio 

H. H. Kocu, Ohio Edison Co., Akron, 
Ohio 

C. E. LANCASTER, Georgia Power Co., 
Atlanta, Ga. 

J. B. LEWIs, The Connecticut Light & 
Power Co., Hartford, Conn. 

W. D. LINDSAY, West Penn Power Co., 
Connellsville, Pa. 

J. S. LINEBACK, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

T. E. LoBECK, Northern States Power 
Co., Minneapolis, Minn. 

J. J. MCFADDEN, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

C. V. Morey, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

J. A. Morris, American Electric 
Power Service Corp., New York, 
N. 

V. W. Nass, Commonwealth Edison 
Co., Maywood, I'l. 

G. A. PALMER, New England Electric 
System, Boston, Mass. 

T. J. PEARSON, Boston Edison Co., 
Boston, Mass. 

W. J. PIPER, The Detroit Edison Co., 
Detroit, Mich. 

L. C. RAMON, JR., New Orleans Public 
Service Inc., New Orleans, La. 

A. W. RAUTH, Consumers Power Co., 
Jackson, Mich. 

G. B. M. ROBERTSON, Philadelphia 
Electric Co., Philadelphia, Pa. 

F. H. RoGers, Baltimore Gas and 
Electric Co., Baltimore, Md. 

F. A. SALMON, Central Power and 
Light Co., Corpus Christi, Texas 
J. P. Scott, Union Electric Co., St. 

Louis, Mo. 

J. SPENGLER, Illinois Power Co., De- 
eatur, II. 

L. O. STEGER, Potomac Electric Power 
Co., Washington, D. C. 

F. W. SULLIVAN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

C. H. SuMMERS, Florida Power & 
Light Co., Miami, Fla. 
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F. L. SUTTON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. B. SWALLOW, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

H. J. TALKEN, Central Illinois Public 
Service Co., Springfield, Ill. 

R. L. TILFORD, JR., San Diego Gas & 
Electric Co., San Diego, Calif. 

S. B. VAUGHN, Florida Power Corp., 
St. Petersburg, Fla. 

L. B. WHEATON, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

E. L. Woop, Central Maine Power Co., 
Augusta, Maine 


PRIME MOVERS COMMITTEE 


Chairman, T. O. THOMPSON, Wiscon- 
sin Electric Power Co., Milwaukee, 
Wis. 

Vice Chairman, C. A. DAUBER, The 
Cleveland Electric Illuminating Co., 
Cleveland, Ohio 

Secretary, G. E. WATKINS, Edison 
Electric Institute, New York, N. Y. 


L. M. ABRAHAMSON, Wisconsin Power 
and Light Co., Madison, Wis. 

M. C. ABRAHM, New Orleans Public 
Service Inc., New Orleans, La. 

R. S. ALBRIGHT, Georgia Power Co., 
Atlanta, Ga. 

C. E. ANDERSON, New England Elec- 
tric System, Boston, Mass. 

J. S. ANDERSON, Utah Power & Light 
Co., Salt Lake City, Utah 

R. A. BAKER, Public Service Electric 
and Gas Co., Newark, N. J. 

J. U. BALEY, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

C. R. BARTHELEMY, Pioneer Service & 
Engineering Co., Chicago, IIl. 

W. C. BEATTIE, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

M. F. BEEBE, The United Illuminating 
Co., New Haven, Conn. 

G. W. BIcE, American Electric Power 
Service Corp., New York, N. Y. 

C. D. BIRGET, Commonwealth Services 
Ine., Jackson, Mich. 

J. W. BLAKE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

J. K. BRYAN, Union Electric Co., St. 
Louis, Mo. 

H. T. BryANS, Philadelphia Electric 
Co., Philadelphia, Pa. 

L. A. BYRON, Texas Power & Light 
Co., Dallas, Texas 

E. C. CAWRSE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

L. J. COOLEY, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 
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M. D. DAWSON, Union Electric Co., 
St. Louis, Mo. 

G. L. DIBBLE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

I. B. Dick, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

R. W. DopDsOoN, Southwestern Electric 
Power Co., Shreveport, La. 

J. M. DRISCOLL, Consolidated Edison 
Co. of N. Y., Inc., New York, N. Y. 

M. D. ENGLE, Pennsylvania Power & 
Light Co., Allentown, Pa. 

V. F. Estcourt, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

T. A. FEARNSIDE, Stone & Webster 
Engineering Corp., Boston, Mass. 
M. J. FELDMANN, Boston Edison Co., 

Boston, Mass. 

C. W. GEUE, Texas Electric Service 
Co., Fort Worth, Texas 

J. E. GEUE, American Electric Power 
Service Corp., New York, N. Y. 

M. A. GILES, Pennsylvania Power Co., 
New Castle, Pa. 

W. G. GODFREY, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

EUGENE GORDON, West Penn Power 
Co., Greensburg, Pa. 

P. H. GRAVELLE, The Toledo Edison 
Co., Toledo, Ohio 

W. GREACEN, III, New York State 
Electric & Gas Corp., Binghamton, 
N.Y. 

R. L. HALLMAN, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

P. H. HARTUNG, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

M. C. HEFFELMAN, Public Service Co. 
of New Mexico, Albuquerque, N. M. 

H. G. HIEBELER, Houston Lighting & 
Power Co., Houston, Texas 

R. M. HoMAN, Gilbert Associates, 
Inc., Reading, Pa. 

T. M. HoTcHKIss, Southern California 
Edison Co., Los Angeles, Calif. 

J. H. JAMISON, Central Illinois Elec- 
tric and Gas Co., Rockford, Ill. 

A. T. JORGENSEN, Long Island Light- 
ing Co., Hicksville, N. Y. 

E. A. KAMMER, American Electric 
Power Service Corp., New York, 
mY. 

A. E. KIRSCHNER, New England Elec- 
tric System, Boston, Mass. 

H. A. KLEINMAN, lIowa-lIllinois Gas 
and Electric Co., Davenport, Iowa 

J. G. KOOPMAN, Electric Energy, Inc., 
Joppa, Ill. 

E. H. Krigec, Stone & Webster Engi- 
neering Corp., New York, N. Y. 

J. N. LANDIs, Bechtel Corp., San Fran- 
cisco, Calif. 

J. A. LIND, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 
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C. R. MARSHALL, Northern States 
Power Co., Minneapolis, Minn. 

F. F. MAuTZ, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. H. MCCUMBER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. A. MCLENNAN, Southern Services, 
Inc., Birmingham, Ala. 

C. G. McVay, The Potomac Edison 
Co., Hagerstown, Md. 

J. W. MIKELS, Ohio Edison Co., Ak- 
ron, Ohio 

C. A. MILLER, Central Illinois Public 
Service Co., Springfield, IIl. 

J. G. MILLER, Metropolitan Edison 
Co., Reading, Pa. 

E. H. MiTscH, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

STANLEY MOYER, Philadelphia Electric 
Co., Philadelphia, Pa. 

G. A. MYERS, Kansas City Power & 
Light Co., Kansas City, Mo. 

W. F. NELSON, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 

F. E. NICOSON, Public Service Co. of 
Indiana, Inc., Plainfield, Ind. 

A. J. ORMSTON, Florida Power Corp., 
St. Petersburg, Fla. 

C. F. PARCELS, Delaware Power & 
Light Co., Wilmington, Del. 

E. M. PARRISH, Duquesne Light Co., 
Pittsburgh, Pa. 

A. C. PASINI, The Detroit Edison Co., 
Detroit, Mich. 

H. R. PEARSON, Iowa Power and Light 
Co., Des Moines, Iowa 

H. J. PETERSEN, United Engineers & 
Constructors, Inc., Philadelphia, Pa. 

E. D. POWELL, Duke Power Co., Char- 
lotte, N. C. 

J. W. PURSSELL, Boston Edison Co., 
Boston, Mass. 

J. A. REICH, Gulf States Utilities Co., 
Beaumont, Texas. 

E. B. RIPLEY, The Connecticut Light 
& Power Co., Hartford, Conn. 

J. D. RISTROPH, Virginia Electric and 
Power Co., Richmond, Va. 

F. A. RITCHINGS, Ebasco 
Inc., New York, N. Y. 

W. J. ROBINSON, Potomac Electric 
Power Co., Washington, D. C. 

H. C. SCHROEDER, Sargent & Lundy, 
Chicago, II. 

R. M. SEAGO, New Orleans Public Ser- 
vice Inc., New Orleans, La. 

J. C. SONNTAG, The Hartford Electric 
Light Co., Hartford, Conn. 

A. C. STANOJEV, Duquesne Light Co., 
Pittsburgh, Pa. 

T. C. STAVERT, Southern California 
Edison Co., Los Angeles; Calif. 

J. A. STEWART, Western Massachu- 
setts Electric Co., Springfield, Mass. 


Services 
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M. C. STIFF, Consumers Power Co., 
Jackson, Mich. 

E. D. St. JOHN, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

V. L. STONE, Commonwealth Edison 
Co., Chicago, II. 

F. H. STREIT, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

R. S. TALTON, Carolina Power & Light 
Co., Raleigh, N. C. 

J. B. TAyLor, Atlantic City Electric 
Co., Atlantic City, N. J. 

A. C. THIES, Duke Power Co., Char- 
lotte, N. C. 

A. P. VAIL, Public Service Co. of 
Colorado, Denver, Colo. 

C. B. VANCE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

E. S. VAN NOSTRAND, The West Penn 
Electric Co., New York, N. Y. 

H. L. WALKER, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

W. H. WEISE, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

WILLIAM WELCH, JR., Long Island 
Lighting Co., Hicksville, N. Y. 

J. D. WILLIAMSON, The Dayton Power 
and Light Co., Dayton, Ohio 

G. P. WILSON, Illinois Power Co., De- 
catur, III. 

W. L. WINGERT, The Detroit Edison 
Co., Detroit, Mich. 

W. A. ZITLAU, San Diego Gas & Elec- 
tric Co., San Diego, Calif. 


TRANSMISSION AND 
DISTRIBUTION COMMITTEE 


Chairman, H. E. Copy, The Cleveland 
Electric Illuminating Co., Cleveland, 
Ohio 

Vice Chairman, T. C. DUNCAN, Con- 
solidated Edison Company of New 
York, Inc., New York, N. Y. 

Secretary, C. K. Poarcu, Edison Elec- 
tric Institute, New York, N. Y. 


E. T. AUGUSTINE, Western Massachu- 
setts Electric Co., Springfield, Mass. 

C. E. BATHE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

V. O. BERNTHAL, Commonwealth Edi- 
son Co., Maywood, III. 

L. S. Berry, Central Illinois Electric 
and Gas Co., Rockford, III. 
T. A. BETTERSWORTH, Pacific Gas and 
Electric Co., San Francisco, Calif. 
C. R. BOND, Ohio Edison Co., Akron, 
Ohio 

R. F. BOVIER, Pennsylvania Electric 
Co., Johnstown, Pa. 

P. B. Boyb, Georgia Power Co., At- 
lanta, Ga. 
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R. P. BROTZMAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

H. A. BROWN, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

DAVID BuRNS, The Detroit Edison 
Co., Detroit, Mich. 
D. A. CAMPBELL, JR., Pennsylvania 
Power & Light Co., Hazleton, Pa. 
E. N. CLARK, Pioneer Service & Engi- 
neering Co., Chicago, IIl. 

T. N. CoFER, Central Illinois Public 
Service Co., Springfield, Ill. 

G. R. COFFMAN, Texas Power & Light 
Co., Dallas, Texas 

J. B. COLTHARP, Gulf States Utilities 
Co., Beaumont, Texas 

TERRILL COONS, Potomac Electric 
Power Co., Washington, D. C. 

E. T. COUPAL, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

A. B. CRAIG, Boston Edison Co., Bos- 
ton, Mass. 

W. M. CREITZ, Metropolitan Edison 
Co., Reading, Pa. 

R. C. DAFFRON, Virginia Electric and 
Power Co., Richmond, Va. 

H. W. DANNETTELL, JR., 
Electric Power Co., 
D, €. 

H. L. DAvis, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

W. R. Doar, Carolina Power & Light 
Co., Raleigh, N. C. 

G. L. ENGLAND, Illinois Power Co., 
Decatur, IIl. 

W. E. ENNs, Portland General Elec- 
tric Co., Portland, Ore. 

M. L. ERNST, The Detroit Edison Co., 
Detroit, Mich. 

G. A. EWALD, Public Service Electric 
and Gas Co., Newark, N. J. 

W. H. FERRIS, Wisconsin Power and 
Light Co., Madison, Wis. 

E. A. FISHER, Union Electric Co., St. 
Louis, Mo. 

C. E. FLAHIE, The Toledo Edison Co., 
Toledo, Ohio 

M. W. GHEN, Duquesne Light Co., 
Pittsburgh, Pa. 

H. F. GIDLUND, Public Service Co. of 
Colorado, Denver, Colo. 

H. W. GRATE, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

A. T. GREEN, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

G. R. GUTHRIE, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

H. G. HALLY, Iowa Power and Light 
Co., Des Moines, Iowa 

F. G. HAMNER, Southern Services, 
Inc., Birmingham, Ala. 

H. A. HEIM, Kansas City Power & 
Light Co., Kansas City, Mo. 


Potomac 
Washington, 
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E. W. HEMPEL, Utah Power & Light 
Co., Salt Lake City, Utah 

J. F. HENNESSY, Baltimore Gas and 
Electric Co., Baltimore, Md. 

R. Hicock, The Connecticut Light & 
Power Co., Berlin, Conn. 

H. F. HOEBEL, American Electric Pow- 
er Service Corp., Canton, Ohio 

H. T. HOFER, Public Service Co. of 
Colorado, Denver, Colo. 

CHASE HUTCHINSON, Ebasco Services 
Inc., New York, N. Y. 

T. L. JARCHOW, Northern States Pow- 
er Co., Minneapolis, Minn. 

M. C. JOHNSON, South Carolina Elec- 
tric & Gas Co., Columbia, S. C. 

W. H. JOHNSON, American Electric 
Power Service Corp., New York, 
N.Y. 

W. R. JOHNSON, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. M. JONES, Idaho Power Co., Boise, 
Idaho 

F. G. JOSBERGER, Long Island Light- 
ing Co., Hicksville, N. Y. 

R. C. JuDD, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

T. M. KEILLER, Houston Lighting & 
Power Co., Houston, Texas 

CHARLES KIEL, Long Island Lighting 
Co., Hicksville, N. Y. 

W. A. KLING, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

E. L. LANCASTER, Louisiana Power & 
Light Co., New Orleans, La. 

F. H. LINSLEY, The Hartford Electric 
Light Co., Hartford, Conn. 

H. L. Livincoop, New York State 
Electric & Gas Corp., Binghamton, 
ire o 

A. J. Lois, West Penn Power Co., 
Greensburg, Pa. 

JORDAN LUMMISs, Southern California 
Edison Co., Los Angeles, Calif. 

C. R. MACHEN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. MACVAUGH, Philadelphia Electric 
Co., Philadelphia, Pa. 

H. E. MARGRAVE, Kansas Gas and 
Electric Co., Wichita, Kan. 

W. J. MCLAIN, The Dayton Power and 
Light Co., Dayton, Ohio 

H. R. McNutt, JR., West Penn Pow- 
er Co., Greensburg, Pa. 

M. MONLEZUN, New Orleans Public 
Service Inc., New Orleans, La. 

L. M. Moore, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 
F. A. O’BRIEN, Stone & Webster En- 

gineering Corp., Boston, Mass. 

W. S. OXLEY, The Patchogue Electric 
Light Co., Patchogue, N. Y. 

P. V. PLUMMER, The United Illumi- 
nating Co., New Haven, Conn. 
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S. ROSENBACH, Duquesne Light Co., 
Pittsburgh, Pa. 

H. J. SCHALCK, Gilbert Associates, 
Inc., Reading, Pa. 

C. H. SCHOFER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

S. M. SHARP, Southwestern Electric 
Power Co., Shreveport, La. 

O. L. SHORTER, Delaware Power & 
Light Co., Wilmington, Del. 

J. A. SIEGFRIED, Pennsylvania Power 
& Light Co., Allentown, Pa. 

C. J. SMITH, Consolidated Edison Co. 
of N. Y., Inc., New York, N. Y. 

T. E. STARRS, Public Service Electric 
and Gas Co., Newark, N. J. 

E. S. SUMMERS, Monongahela Power 
Co., Fairmont, W. Va. 

D. E. THERRELL, New Orleans Public 
Service Inc., New Orleans, La. 

A. S. TROWBRIDGE, New England Elec- 
tric System, Boston, Mass. 

D. F. TULLOCH, Boston Edison Co., 
Boston, Mass. 

C. E. WAITS, Consumers Power Co., 
Jackson, Mich. 

R. L. WARE, Virginia Electric and 
Power Co., Richmond, Va. 

R. W. WATSON, Middle West Service 
Co., Chicago, IIl. 

A. B. WEAVER, Central Power and 
Light Co., Corpus Christi, Texas 
M. C. WESTRATE, Commonwealth Ser- 

vices, Inc., Jackson, Mich. 

W. C. WIDDOWFIELD, Niagara Mohawk 
Power Corp., Albany, N. Y. 

W. S. WILDER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. K. WILLIAMS, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

H. L. WILLIAMS, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

R. M. WILSON, Atlantic City Electric 
Co., Atlantic City, N. J. 

L. P. Works, Wisconsin Public Ser- 
vice Corp., Green Bay, Wis. 


TRANSPORTATION COMMITTEE 


Chairman, W. B. STREITLE, Rochester 
Gas and Electric Corp., Rochester, 
N:. ®. 

Vice Chairman, K. G. SCANTLING, Du- 
quesne Light Co., Pittsburgh, Pa. 


H. L. ALLEN, Florida Power & Light 
Co., Miami, Fla. 

M. C. ALVES, Union Electric Co., St. 
Louis, Mo. 

H. E. BUTLER, Monongahela Power 
Co., Fairmont, W. Va. 

C. T. CLARK, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 
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R. M. CREGAR, Public Service Electric 
and Gas Co., Newark, N. J. 

C. C. CROCKETT, Louisiana Power & 
Light Co., New Orleans, La. 

J. A. DODGE, Potomac Electric Power 
Co., Washington, D. C. 
LINN EDSALL, Philadelphia 
Co., Philadelphia, Pa. 

E. E. ELDRIDGE, Boston Edison Co., 
Boston, Mass. 

T. L. GOLDSMITH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

C. R. JACOBSEN, Commonwealth Ser- 
vices Inc., Jackson, Mich. 


Electric 
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E. V. McASsEy, Consolidated Edison 


Co. of N. Y., Inc., New York, N. Y. 


F. J. MICHEL, New York State Elec- 


tric & Gas Corp., Binghamton, N. Y. 

R. M. MIDDLETON, San Diego Gas & 
Electric Co., San Diego, Calif. 

J. W. MooNEY, Texas Power & Light 
Co., Dallas, Texas 

BRYAN PARK, Iowa-Illinois Gas and 
Electric Co., Rock Island, IIl. 

F. E. RAGLIN, Public Service Co. of 
Colorado, Denver, Colo. 


LEO SALAKIN, The Detroit Edison Co., 
Detroit, Mich. 


October, 1959 


H. M. Serviss, Long Island Lighting 
Co., Hicksville, N. Y. 
F. N. SINGER, American Electric Pow- 
er Service Corp., New York, N. Y. 
A. W. WAGNER, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

F. F. WASSER, South Carolina Elec- 
tric & Gas Co., Columbia, S. C. 

J. L. WELLS, Alabama Power Co., 
Birmingham, Ala. 

M. C. WHEYLAND, Northern States 
Power Co., Minneapolis, Minn. 

RANDOLPH WHITFIELD, Georgia Power 
Co., Atlanta, Ga. 

C. W. Woops, West Penn Power Co., 
Connellsville, Pa. 


General Division Committees 


GENERAL DIVISION 
EXECUTIVE COMMITTEE 


Chairman, P. A. FLEGER, Duquesne 
Light Co., Pittsburgh, Pa. 


E. W. DoEBLER, Long Island Lighting 
Co., Mineola, N. Y. 

S. R. Knapp, The Connecticut Light & 
Power Co., Berlin, Conn. 

C. E. KOHLHEPP, New Jersey Power 
& Light Co., Denville, N. J. 

D. C. LucE, Public Service Electric 
and Gas Co., Newark, N. J. 


ACCIDENT PREVENTION 
COMMITTEE 

Chairman, A. J. NAQUIN, New Or- 
leans Public Service Inc., New Or- 
leans, La. 

Vice Chairman, S. H. YOUNG, The 
Hartford Electric Light Co., Hart- 
ford, Conn. 

Secretary, A. T. HIGGINS, Edison 
Electric Institute, New York, N. Y. 


WAYNE ANDERSON, Idaho Power Co., 
Boise, Idaho 

J. Y. ANDREWS, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

PETER BARRY, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

M. J. BENDEKOVIC, Public Service Co. 
of Colorado, Denver, Colo. 

A. L. BENTON, JR., Mississippi Power 
& Light Co., Jackson, Miss. 

ADRIAN BJORKLUND, The United Illu- 
minating Co., New Haven, Conn. 

E. C. BOOKMAN, Virginia Electric and 
Power Co., Richmond, Va. 


C. L. BORDEN, Kansas City Power & 
Light Co., Kansas City, Mo. 

W. C. BREMNER, Commonwealth Edi- 
son Co., Chicago, IIl. 

J. T. CALLAHAN, Delaware Power & 
Light Co., Wilmington, Del. 

R. M. CLARK, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. H. COLEMAN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

M. L. CONNER, The Toledo Edison Co., 
Toledo, Ohio 

C. E. Cook, Southwestern 
Power Co., Shreveport, La. 

C. A. CouTTS, Northern States Power 
Co., Minneapolis, Minn. 

J. ©. CUNNINGHAM, Indianapolis 
Power & Light Co., Indianapolis, 
Ind. 

JACK DAVIS, 
Tampa, Fla. 

J. G. DICKINSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

I. R. DoHR, Consumers Power Co., 
Jackson, Mich. 

ERROLL DUNBAR, Potomac Electric 
Power Co., Washington, D. C. 

D. C. DUNCAN, Appalachian Power 
Co., Roanoke, Va. 

W. J. EASTON, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

J. D. EMERY, West Penn Power Co., 
Greensburg, Pa. 

MARK FLAD, The Dayton Power and 
Light Co., Dayton, Ohio 

R. J. Fox, Philadelphia Electric Co., 
Philadelphia, Pa. 

F. W. FRECKER, Ohio Power Co., Can- 
ton, Ohio 

W. F. GILFILLAN, JR., Duquesne 
Light Co., Pittsburgh, Pa. 


Electric 


Tampa Electric Co., 


J. W. GRONBECK, New England Elec- 
tric System, Boston, Mass. 

C. C. HAGGARD, The California Ore- 
gon Power Co., Medford, Ore. 

C. E. HAMMON, Columbus and South- 
ern Ohio Electric Co., 
Ohio 

J. R. HANFORD, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

H. E. HATFIELD, Georgia Power Co., 
Atlanta, Ga. 

J. D. Hoac, Union Electric Co., St. 
Louis, Mo. 

L. P. HOFFMAN, Florida 
Light Co., Miami, Fla. 

F. J. HUGHES, Pacific Power & Light 
Co., Portland, Ore. 

T. D. HUGHSTON, Texas 
Light Co., Dallas, Texas 

F. W. JONES, Gulf States Utilities Co., 
Beaumont, Texas 

J. E. KESLER, Central Illinois Public 
Service Co., Springfield, Ill. 

R. L. LAGERQUIST, The Connecticut 
Light & Power Co., Berlin, Conn. 

W. LEONE, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. O. LESLIE, Gilbert Associates, Inc., 
Reading, Pa. 

E. S. LicHT, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

B. J. LORENZ, Northern Indiana Pub- 
lic Service Co., Hammond, Ind. 

R. E. MCCANN, Southern California 
Edison Co., Los Angeles, Calif. 
W. S. MCFARLAND, Arizona Public 

Service Co., Phoenix, Ariz. 

H. B. MCMAHON, Florida Power 

Corp., St. Petersburg, Fla. 


Columbus, 


Power & 


Power & 








Octc 
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J. E. McMASTER, NEGEA Service 
Corp., Cambridge, Mass. 

H. J. METZGER, Orange and Rockland 
Utilities, Inc., Nyack, N. Y. 

W. J. MILLICAN, Community Public 
Service Co., Ft. Worth, Texas 

D. B. Moore, Duke Power Co., Char- 
lotte, N. C. 

W. F. Moses, New Jersey Power & 
Light Co., Denville, N. J. 

L. C. NANRY, The Detroit Edison Co., 
Detroit, Mich. 

F. D. NORBERG, Utah Power & Light 
Co., Salt Lake City, Utah 

T. O. PERRAULT, Minnesota Power & 
Light Co., Duluth, Minn. 

C. A. PONDER, Louisiana Power & 
Light Co., New Orleans, La. 

C. D. PRATT, JR., Hawaiian Electric 
Co., Ltd., Honolulu, Hawaii 

E. S. ROBERTSON, Long Island Light- 
ing Co., Hicksville, N. Y. 

W. T. RoGeRS, Ebasco Services Inc., 
New York, N. Y. 

E. C. RUE, Boston Edison Co., Boston, 
Mass. 

G. J. RuOFF, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. P. SCHERER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

C. K. SHELTON, Texas Electric Ser- 
vice Co., Fort Worth, Texas 

J. L. SHoRES, Alabama Power 
3irmingham, Ala. 

W. S. TAYMAN, Ohio Edison Co., Ak- 
ron, Ohio 

J. R. THOMPSON, Kentucky Utilities 
Co., Lexington, Ky. 

J. S. WANTLAND, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

E. H. WESSELLS, JR., Western Massa- 
chusetts Electric Co., Springfield, 
Mass. 

L. A. WESTROM, Middle West Service 
Co., Chicago, IIl. 

R. W. WHITE, Pacific Gas and Electric 
Co., San Francisco, Calif. 

G. E. WILLIAMS, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

R. A. WILLIAMS, Arkansas Power & 
Light Co., Pine Bluff, Ark. 

V. L. WoMELDoRFF, Illinois 
Co., Decatur, Ill. 


Co., 


Power 


AWARDS COMMITTEE 
Chairman, A. M. WADE, The Connecti- 
cut Light & Power Co., Berlin, 
Conn. 


H. G. IsLEy, Carolina Power & Light 
Co., Raleigh, N. C. 

C. D. LAWRENCE, New England Elec- 
tric System, Boston, Mass. 

R. G. MACDONALD, West Penn Power 
Co., Greensburg, Pa. 
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C. L. OSTERBERGER, Louisiana Power 
& Light Co., New Orleans, La. 


ELECTRIC POWER 
SURVEY COMMITTEE 
Chairman, A. S. GRISWOLD, The De- 
troit Edison Co., Detroit, Mich. 
Vice Chairman, F. DOUGLAS CAMP- 
BELL, The Detroit Edison Co., De- 

troit, Mich. 

Vice Chairman, C. W. MayoTT, The 
Hartford Electric Light Co., Hart- 
ford, Conn. 

Secretary, J. THORNBORROW, Edison 
Electric Institute, New York, N. Y. 


M. L. BLAIR, The Washington Water 
Power Co., Spokane, Wash. 

C. M. CUSTER, Southwest Power Pool, 
Little Rock, Ark. 

E. D. EARLY, Southern Services, Inc., 
Birmingham, Ala. 

C. C. FARRELL, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. P. JONES, Central Power and Light 
Co., Corpus Christi, Texas 

C. W. JONES, New England Electric 
System, Boston, Mass. 

H. A. LoTT, Southern California Edi- 
son Co., Los Angeles, Calif. 

G. H. MCDANIEL, American Electric 
Power Service Corp., New York, 
Na Bz 

J. E. Moore, Ebasco 
New York, N. Y. 

H. C. OTTEN, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

L. R. PATTERSON, Public Service Co. 
of Colorado, Denver, Colo. 

R. E. PIERCE, Ebasco Services Inc., 
New York, N. Y. 

R. T. Purpy, Commonwealth Edison 
Co., Chicago, IIl. 

G. J. VENCILL, Union Electric Co., 
St. Louis, Mo. 


Services Inc., 


INSURANCE COMMITTEE 

Chairman, R. R. MacKay, JR., Phila- 
delphia Electric Co., Philadelphia, 
Pa. 

Vice Chairman, A. L. BENJAMIN, The 
Cincinnati Gas & Electric Co., Cin- 
cinnati, Ohio 

Secretary, M. R. DELAURIER, The De- 
troit Edison Co., Detroit, Mich. 


J. V. ANDERSON, Northern States 
Power Co., Minneapolis, Minn. 

R. H. BRANDOW, Stone and Webster 
Service Corp., New York, N. Y. 

I. M. CARPENTER, Ebasco Services 
Inc., New York, N. Y. 
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JAMES CAULFIELD, Public Service 
Electric and Gas Co., Newark, N. J. 

A. L. CLOUGH, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. D. CONSTABLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

H. S. DOWNING, Baltimore Gas and 
Electric Co., Baltimore, Md. 

F. D. FRANTZ, The Dayton Power and 
Light Co., Dayton, Ohio 

C. R. GARTON, Atlantic City Electric 
Co., Atlantic City, N. J. 

RAY GILLAN, Middle West Service Co., 
Chicago, IIl. 
A. C. HAVLIN, 

Boston, Mass. 
F. J. HoLusB, Duquesne Light Co., 
Pittsburgh, Pa. 


3oston 


Edison Co., 


W. H. INGALLS, Western Massachu- 
setts Electric Co., Turners Falls, 
Mass. 


A. G. JILLETTE, New England Electric 
System, Boston, Mass. 

J. L. KENNEDY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
E. P. KNAPP, Potomac Electric Power 

Co., Washington, D. C. 

C. P. Kovar, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. D. LEMON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

W. H. MANLY, Southern Services, Inc., 
Birmingham, Ala. 

J. W. MARRIN, Commonwealth Serv- 
ices Inc., New York, N. Y. 

R. F. MOWEN, Iowa Power and Light 
Co., Des Moines, Iowa 

C. H. NELSON, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

C. A. PALMGREN, JR., New Orleans 
Public Service Inec., New Orleans, 
La. 

M. C. PETERSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

E. H. PINTSCH, Gulf States Utilities 
Co., Beaumont, Texas 

B. W. RAINWATER, Georgia Power 
Co., Atlanta, Ga. 

W. O. RANDLETT, Virginia Electric 
and Power Co., Richmond, Va. 

A. W. REID, American Electric Power 
Service Corp., New York, N. Y. 

JAY ALAN REID, Southwestern Elec- 
tric Power Co., Shreveport, La. 

T. R. SALM, Pacific Gas and Electric 
Co., San Francisco, Calif. 

M. A. TAIT, Commonwealth Edison 
Co., Chicago, II. 

F. M. TERRY, Consolidated Edison Co 
of New York, Inc., New York, N. Y. 

J. E. Watts, Long Island Lighting 
Co., Mineola, N. Y. 
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D. E. WILLIAMS, The Cleveland Elec- 
tric Illuminating Co., Cleveland. 
Ohio 


LEGAL COMMITTEE 
D. K. KADANE, Long Island Light- 
ing Co., Mineola, N. Y. 
D. G. ALLEN, New England Electric 
System, Boston, Mass. 
W. E. BECKJORD, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 
H. L. BRANAN, Oklahoma Gas and 
Electric Co., Oklahoma City, 
Okla. 

H. B. CAREY, JR., The Hartford Elec- 
tric Light Co., Hartford, Conn. 
T. J. CARLSON, Central Hudson Gas & 
Electric Corp., New York, N. Y. 
D. J. CARMAN, California Electric 
Power Co., San Bernardino, Calif. 

S. B. CHASE, The Montana Power Co., 
Butte, Mont. 

H. B. CoHN, American Electric Pow- 
er Service Corp., New York, N. Y. 

IRVIN FANE, Kansas City Power & 
Light Co., Kansas City, Mo. 

AUSTIN GAVIN, Pennsylvania Power 
& Light Co., Allentown, Pa. 

G. D. GIBSON, Virginia Electric & 
Power Co., Richmond, Va. 

H. P. GRAVES, Consumers Power Co., 
Jackson, Mich. 

R. K. HANGER, Texas Electric Serv- 
ice Co., Fort Worth, Texas 

LESLIE HENRY, The Toledo Edison Co., 
Toledo, Ohio 

CARL HORN, JR., 
Charlotte, N. C. 

L. C. HOWLEY, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

R. W. HUSTED, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

F. G. IRVINE, Utah Power & Light 
Co., Salt Lake City, Utah 

J. M. KEEGAN, Consolidated Edison 
Co. of New’ York, Inc. New York, 
IN... ¥.. 

F. W. LEwIis, New Orleans Public 
Service Inc., New Orleans, La. 

JOHN LLOYD, JR., Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

D. B. MANSFIELD, Ohio Edison Co., 
Akron, Ohio 

C. L. MCCORMICK, West Penn Power 
Co., Greensburg, Pa. 

CORNELIUS MEANS, Potomac Electric 
Power Co., Washington, D. C. 


Duke Power Co., 
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A. P. O’KELLY, The Washington 
Water Power Co., Spokane, Wash. 
C. D. PHILLIPS, Portland General 
Electric Co., Portland, Ore. 

A. P. RAMSEY, Baltimore Gas and 
Electric Co., Baltimore, Md. 

BRUCE RENWICK, Southern California 
Edison Co., Los Angeles, Calif. 

E. M. RHEA, Philadelphia Electric 
Co., Philadelphia, Pa. 

G. L. RODGERS, Pacific Power 
Light Co., Portland, Ore. 

C. F. ROUSE, Carolina Power & Light 
Co., Raleigh, N. C. 

W. H. SCHRODER, Georgia Power Co., 
Atlanta, Ga. 

F. T. SEARLS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. G. SLATER, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 
H. J. SORENSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
EK. A. STANSFIELD, Public Service Co. 
of Colorado, Denver, Colo. 

H. M. SWARTZ, West Penn Power Co., 
Greensburg, Pa. 

A. W. VOGTLE, JR., Alabama Power 
Co., Birmingham, Ala. 

V. B. WAKE, Wisconsin 
Power Co., Milwaukee, Wis. 

A. M. WILLIAMS, JR., South Carolina 
Electric & Gas Co., Columbia, S. C. 


and 


Electric 


PURCHASING AND STORES 
COMMITTEE 

Chairman, H. T. SIMPSON, 
Edison Co., Boston, Mass. 

Vice Chairman (Purchasing), R. B. 
GEAR, Commonwealth Edison Co., 
Chicago, IIl. 

Vice Chairman (Stores), E. J. Mar- 
TIN, New Orleans Public Service 
Inc., New Orleans, La. 

Secretary, A. H. HAMILTON, Northern 
States Power Co., Minneapolis, 
Minn. 


Boston 


W. L. ADAMs, El Paso Electric Co., 
E] Paso, Texas 

R. W. ALLEN, The Patchogue Electric 
Light Co., Patchogue, N. Y. 

O. H. AYDELOTTE, Public Service Co. 
of Colorado, Denver, Colo. 

B. H. BARNES, The Connecticut Light 
& Power Co., Hartford, Conn. 

H. M. BARRETT, Delaware Power & 
Light Co., Wilmington, Del. 

F. E. BAXTER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

CARR BLACK, Mississippi Power & 
Light Co., Jackson, Miss. 


October, 1959 


J. L. BLANK, Central Illinois Public 
Service Co., Springfield, II. 

J. P. BLUMER, Gulf Power Co., Pensa- 
cola, Fla. 

J. L. BOTTERS, Georgia Power Co., 
Atlanta, Ga. 

D. G. BouTON, Florida Power & Light 
Co., Miami, Fla. 

F. A. BRICKLEY, NEES-The Narra- 
gansett Electric Co., Providence, 
R.. F: 

R. J. BRODELL, Iowa-Illinois Gas & 
Electric Co., Rock Island, III. 

H. C. BROWN, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

W. H. BRUEGGEMANN, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 

C. F. CHANNING, Southwestern Elec- 
tric Power Co., Shreveport, La. 

T. M. CLOSE, Savannah Electric and 
Power Co., Savannah, Ga. 

A. B. CoEN, Arkansas Power & Light 
Co., Pine Biuff, Ark. 

G. H. CoLe, Alabama Power Co., Bir- 
mingham, Ala. 

R. F. CONNOLLY, Tampa Electric Co., 
Tampa, Fla. 

B. S. CorBy, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

W. Y. CoTTom, West Penn Power Co., 
Greensburg, Pa. 

P. D. Crary, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

EK. H. CReEws, Metropolitan Edison 
Co., Reading, Pa. 

J. J. CUNIFFE, Pioneer Service & En- 
gineering Co., Chicago, III. 

W. J. DOUGHERTY, Iowa Public Serv- 
ice Co., Sioux City, Iowa 

T. S. DUNSTAN, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 

M. A. EDWARDS, 
Charlotte, N. C. 

J. F. ESTILL, JR., Houston Lighting 
& Power Co., Houston, Texas 

W. N. FAIRLEE, Pacific Gas and Elec- 
tric Co., Emeryville, Calif. 

D. J. FITZGERALD, Baltimore Gas and 
Electric Co., Baltimore, Md. 

J. P. FRENCH, Gulf States Utilities 
Co., Beaumont, Texas 

H. B. GAUNT, Kentucky Utilities Co., 
Lexington, Ky. 

A. J. HARTMAN, Northern Indiana 
Public Service Co., Hammond, Ind. 

O. HENENBERG, Texas Power & Light 
Co., Dallas, Texas 

J. CC. HERBERT, Potomac Electric 
Power Co., Washington, D. C. 

A. C. HERRON, Florida Power Corp., 
St. Petersburg, Fla. 


Duke Power Co., 
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G. A. HILLS, Central Maine Power Co., 
Augusta, Maine 

F. G. Hopce, Portland General Elec- 
tric Co., Portland, Ore. 

R. L. HOFFMAN, Wisconsin Public 
Service Corp., Milwaukee, Wis. 

W. M. HOLLs, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

J. B. HOMSHER, Gilbert Associates, 
Inc., Reading, Pa. 

JOHN HOPKINSON, The Hartford Elec- 
tric Light Co., Hartford, Conn. 
DEAN HOPSON, Texas Electric Serv- 

ice Co., Fort Worth, Texas 

F. M. JENNINGS, Kentucky Power Co., 
Ashland, Ky. 

W. R. JOHNSON, Kansas City Power 
& Light Co., Kansas City, Mo. 

O. P. JONES, Kansas Gas and Electric 
Co., Wichita, Kan. 

R. F. JOSEPH, Ohio Valley Electric 
Corp., Chillicothe, Ohio 

J. N. KEATING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. S. KING, Union Electric Co., St. 
Louis, Mo. 

S. L. Kostow, Long Island Lighting 
Co., Hicksville, N. Y. 
A. KRAAKEVIK, Illinois 

Decatur, Ill. 

H. G. LASSELLE, New England Elec- 
tric System, Boston, Mass. 

R. L. LEACH, Georgia Power Co., At- 
lanta, Ga. 

J. H. Logue, NEGEA Service Corp., 
Cambridge, Mass. 

C. R. LUNDQUIST, Interstate Power 
Co., Dubuque, Iowa 

M. O. MAPLES, New York State Elec- 
tric & Gas Corp., Binghamton, N. Y. 

W. S. MarRKs, Commonwealth Edison 
Co., Stickney, IIl. 

G. E. MARLEY, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

A. L. MARSHALL, Wheeling Electric 
Co., Wheeling, W. Va. 

C. L. McCAMEY, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

W. N. McCLELLAND, Consumers Power 
Co., Jackson, Mich. 

L. C. McIver, Puget Sound Power & 
Light Co., Bellevue, Wash. 

D. C. McMuRTRIE, New Jersey Power 
& Light Co., Denville, N. J. 

R. H. MCNEAL, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
G. C. MEETZE, South Carolina Electric 

& Gas Co., Columbia, 8. C. 

R. M. MILLS, American Electric Power 
Service Corp., New York, N. Y. 
R. R. Murpock, Duquesne Light Co., 

Pittsburgh, Pa. 


Power Co., 
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C. V. Myers, Philadelphia Electric 
Co., Philadelphia, Pa. 

D. E. NESBIT, Duquesne Light Co., 
Pittsburgh, Pa. 

C. F. OGDEN, The Detroit Edison Co., 
Detroit, Mich. 

OSWALD OLSON, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 

FRED POLONUS, Central Illinois Light 
Co., Peoria, IIl. 

M. E. PooreE, Virginia Electric and 
Power Co., Richmond, Va. 

F. M. REINHOLD, The Connecticut 
Light & Power Co., Berlin, Conn. 

JOHN RIEVES, Southwestern Electric 
Power Co., Shreveport, La. 

E. B. ROBINSON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
M. C. Ross, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 
E. N. Scott, Long Island Lighting 
Co., Hicksville, N. Y. 

N. L. Scott, Idaho Power Co., Boise, 
Idaho 

B. G. SPENCE, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

G. A. SPENCER, The Detroit Edison 
Co., Detroit, Mich. 

F. D. SPOFFORD, The Potomac Edison 
Co., Hagerstown, Md. 

J. E. STEELE, The United Illuminating 
Co., New Haven, Conn. 

S. S. STEVENS, Central Vermont Pub- 
lic Service Corp., Rutland, Vt. 

N. C. STIREWALT, Central Illinois Pub- 
lic Service Co., Springfield, III. 

H. M. STOCKTON, Dallas Power & 
Light Co., Dallas, Texas 

A. W. SULLIVAN, Boston Edison Co., 
Boston, Mass. 

F. H. SUMMA, Public Service Electric 
and Gas Co., Newark, N. J. 
R. M. TAYLOR, Southern California 
Edison Co., Los Angeles, Calif. 
N. C. THOMPSON, Alabama Power Co., 
Birmingham, Ala. 

S. G. THORPE, Central Illinois Elec- 
tric and Gas Co., Rockford, III. 

H. C. TOWLE, Orange and Rockland 
Utilities, Inc., Boston, Mass. 

J. K. UHLER, JR., Southern California 
Edison Co., Alhambra, Calif. 

C. VAN REMORTEL, Lake Superior Dis- 
trict Power Co., Ashland, Wis. 

U. K. VAUGHT, Appalachian Power 
Co., Roanoke, Va. 

R. D. WALKER, Ohio Power Co., Can- 
ton, Ohio 

S. P. WALLACE, Monongahela Power 
Co., Fairmont, W. Va. 

B. T. WALSHE, Atlantic City Electric 
Co., Atlantic City, N. J. 
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J. M. WARNER, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. R. WHEELER, The Dayton Power 
and Light Co., Dayton, Ohio 

E. J. WILSON, Consumers Power Co., 
Jackson, Mich. 

H. WILSON, Carolina Power & Light 
Co., Raleigh, N. C. 

H. M. Woops, The Toledo Edison Co., 
Toledo, Ohio 
G. H. WRIGHT, 
Decatur, IIl. 
A. B. ZuRIcK, West Penn Power Co., 

Connellsville, Pa. 


Illinois Power Co., 


RATE RESEARCH COMMITTEE 


Chairman, K. W. HASBROUCK, New 
York State Electric & Gas Corp., 
Ithaca, N. Y. 


Vice Chairman, R. E. CAYWooD, West 
Penn Power Co., Greensburg, Pa. 


S. W. ANDREWS, American Electric 
Power Service Corp., New York, 
Nz WZ. 

C. L. ASHLEY, Southern California 
Edison Co., Los Angeles, Calif. 

T. W. AYTON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

W. C. BLAIR, Texas Power & Light 
Co., Dallas, Texas 

R. S. BROMAGE, The Connecticut Light 
& Power Co., Berlin, Conn. 

D. H. CALLEN, Pioneer Service & En- 
gineering Co., Chicago, IIl. 

ALBERT CALVERT, New England Elec- 
tric System, Boston, Mass. 

B. C. CARPENTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

G. A. CoAN, Duke Power Co., Char- 
lotte, N. C. 

B. P. DAHLSTROM, Public Service 
Electric and Gas Co., Newark, N. J. 

H. N. DANNER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

F. E. DRAKE, JR., Rochester Gas and 
Electric Corp., Rochester, N. Y. 

N. A. EASTER, Central Power and 
Light Co., Corpus Christi, Texas 
J. H. FERGUSON, Boston Edison Co., 

Boston, Mass. 

R. C. FosBERG, The Hartford Electric 
Light Co., Hartford, Conn. 

L. W. FRANK, Western Massachusetts 
Electric Co., West Springfield, 
Mass. 

ELMER GATES, Middle West Service 
Co., Chicago, IIl. 

R. F. GAWRYLA, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

R. B. GRIERSON, The Detroit Edison 
Co., Detroit, Mich. 

E. P. HAFERS, South Carolina Electric 
& Gas Co., Columbia, S. C. 
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B. R. HARTMAN, Pennsylvania Power 
& Light Co., Allentown, Pa. 

R. J. HEIDELBERGER, Northern States 
Power Co., Minneapolis, Minn. 

V. E. HILL, Duquesne Light Co., Pitts- 
burgh, Pa. 

P. F. Hoots, New Orleans Public 
Service Inc., New Orleans, La. 

J. W. HUMMER, Iowa Power and Light 
Co., Des Moines, Iowa 

H. E. HYLTON, Ohio Edison Co., Ak- 
ron, Ohio 

S. W. JOHN, Commonwealth Services 
Inc., New York, N. Y. 

D. G. KELLS, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

F. A. KNECHT, Baltimore Gas and 
Electric Co., Baltimore, Md. 

D. F. Kurtz, Philadelphia 
Co., Philadelphia, Pa. 

CHARLES LANE, Virginia Electric and 
Power Co., Richmond, Va. 

W. E. LIEPE, New Jersey Power & 
Light Co., Denville, N. J. 

J. S. MAFFITT, Carolina 
Light Co., Raleigh, N. C. 

W. C. McCartuy, Kansas City Power 
& Light Co., Kansas City, Mo. 

H. I. MILLER, Wisconsin Public Serv- 
ice Corp., Oshkosh, Wis. 

H. E. MORTIMER, Gulf States Utilities 
Co., Beaumont, Texas 

L. V. NELSON, Union Electric Co., St. 
Louis, Mo. 

J. M. NEss, Central Maine Power Co., 
Augusta, Maine 

H. H. NEXON, Commonwealth Edison 
Co., Chicago, IIl. 

V. A. Owoc, Gilbert Associates, Inc., 
New York, N. Y. 

R. B. PHILLIPS, Consumers 
Co., Jackson, Mich. 

R. S. QuiG, Ebasco Services Inc., New 
York, N.Y. 

J. F. ROBERTS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

K. H. RUDOLPH, The Cleveland Elec- 
tric Illuminating Co., 
Ohio 

E. H. SCHMIDTMAN, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 

T. A. STANDISH, Houston Lighting & 
Power Co., Houston, Texas 

W. C. TALLMAN, Public Service Co. 
of New Hampshire, Manchester, 

W. E. TRIMBLE, The Toledo Edison 
Co., Toledo, Ohio 
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C. F. WALL, Central Illinois Public 
Service Co., Springfield, Ill. 
F. S. WALTERS, Potomac Electric 


Power Co., Washington, D. C. 
C. A. WILLIAMS, The United Illumi- 
nating Co., New Haven, Conn. 

E. T. WILLIAMSON, Iowa-lIllinois Gas 
and Electric Co., Davenport, Iowa 
F. H. Woy, The Montana Power Co., 

Butte, Mont. 
J. A. ZOBEL, Southern Services Inc., 
Birmingham, Ala. 


RESEARCH PROJECTS 
COMMITTEE 


Chairman, E. L. HouGH, Union Elec- 
tric Co., St. Louis, Mo. 

Vice Chairman, W. G. MEESE, The De- 
troit Edison Co., Detroit, Mich. 
Secretary, G. E. WATKINS, Edison 

Electric Institute, New York, N. Y. 


G. W. BEAMS, Texas Power & Light 
Co., Dallas, Texas 
C. S. BOWDEN, Pennsylvania Power 


Co., New Castle, Pa. 


C. W. FRANKLIN, Consolidated Edi- 
son Co. of New York Inc., New 
York, N. Y. 


E. O. GEORGE, The Detroit Edison 
Co., Detroit, Mich. 

A. H. KIDDER, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. P. Lewis, The Hartford Electric 
Light Co., Hartford, Conn. 

W.S. PRricE, American Electric Power 
Service Corp., New York, N. Y. 

L. M. ROBERTSON, Public Service Co. 
of Colorado, Denver, Colo. 

R. I. SMITH, Public Service Electric 
and Gas Co., Newark, N. J. 

R. W. SPENCER, Southern California 
Edison Co., Los Angeles, Calif. 


STATISTICAL COMMITTEE 


Chairman, J. L. KENNEDY, Rochester 
Gas and Electric Corp., Rochester, 
NM: 4. 

Secretary, JOHN THORNBORROW, Edi- 
son Electric Institute, New York, 
a 2 


W. S. BRUSH, Consolidated Edison Co. 
of N. Y. Inc., New York, N. Y. 

A. E. BuSH, The Detroit Edison Co., 
Detroit, Mich. 


D. T. CHANE, JR., New England Elec- 
tric System, Boston, Mass. 


October, 1959 


C. A. CLARK, Western Massachusetts 
Electric Co., West Springfield, 
Mass. 

R. F. Crim, West Penn Power Co., 
Greensburg, Pa. 

C. W. DELVEY, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. E. EASON, Commonwealth Services 
Inc., New York, N. Y. 

A. E. ELLIOTT, Louisiana Power & 
Light Co., New Orleans, La. 

G. G. EPPRIGHT, Philadelphia Electric 
Co., Philadelphia, Pa. 

F. E. FEARING, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
ALFRED GRUHL, Wisconsin Electric 

Power Co., Milwaukee, Wis. 

E. J. HOLCOMBE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
W. B. HORSBURGH, Southern Services, 

Inc., Birmingham, Ala. 

W. C. HUEBNER, Ebasco Services Inc., 
New York, N. Y. 

G. F. JOHNSON, Northern States 
Power Co., Minneapolis, Minn. 

F. S. KELLIHER, Boston Edison Co., 
Boston, Mass. 

R. E. KEMPTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

JOHN KUHLMANN, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

J. W. MAGANN, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. C. Murpocu, Ohio Edison Co., Ak- 
ron, Ohio 

D. H. OLNEY, The Washington Water 
Power Co., Spokane, Wash. 

C. E. SANDEEN, Middle West Service 
Co., Chicago, IIl. 

DOUGLAS TONGE, American Electric 
Power Service Corp., New York, 
\ ae o 

A. M. WILDBERGER, Baltimore Gas 
and Electric Co., Baltimore, Md. 


COMMITTEE ON TECHNICAL 
EXCHANGE FOR 
OVERSEAS VISITORS 


Chairman, H. E. BUMGARDNER, The 
Detroit Edison Co., Detroit, Mich. 


L. H. ANDERSON, Pacific Gas and 
Electric Co., San Francisco, Calif. 

H. E. DEARDORFF, The Dayton Power 
and Light Co., Dayton, Ohio 

W. M. LEONARD, Consolidated Edison 
Co. of New York, Inc., New York, 
MN; 2. 
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Sales Division Committees 


SALES DIVISION 
EXECUTIVE COMMITTEE 


Chairman, E. O. GEORGE, The Detroit 
Edison Co., Detroit, Mich. 


M. C. ALBRITTAIN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

M. I. ALLEN, Philadelphia Electric Co., 
Philadelphia, Pa. 

T. G. AYERS, Commonwealth Edison 
Co., Chicago, Ill. 

B. G. CAMPBELL, Consumers Power 
Co., Jackson, Mich. 

H. E. CLirF, Public Service Electric 
and Gas Co., Newark, N. J. 

FRANKLYN DICKINSON, Ohio Edison 
Co., Akron, Ohio 

I. C. Dixon, Atlantic City Electric 
Co., Atlantic City, N. J. 

O. R. DOERR, Pacific Gas and Electric 
Co., San Francisco, Calif. 

P. W. EMLER, American Electric Pow- 
er Service Corp., New York, N. Y. 

J. KR. FURBER, Northern States Power 
Co., Minneapolis, Minn. 

J. S. Gracy, Florida Power Corp., St. 
Petersburg, Fla. 

E. W. GRAY, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

J. Rk. HARTMAN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 

R. C. HIENTON, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

H. G. ISLEY, Carolina Power & Light 
Co., Raleigh, N. C. 

KIMBALL JACK, The Washington Wa- 
ter Power Co., Spokane, Wash. 

J. H. KEELE, Florida Power & Light 
Co., Miami, Fla. 

M. G. KENNEDY, Ebasco Services Inc., 
New York, N. Y. 

F. M. KIMBALL, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

G. C. KING, Stone & Webster Service 
Corp., New York, N. Y. 

C. D. LAWRENCE, New England Elec- 
tric System, Boston, Mass. 

A. T. LITTLEFIELD, Central 
Power Co., Augusta, Maine 

R. G. MACDONALD, West Penn Power 
Co., Greensburg, Pa. 

T. M. McDANIEL, JR., Southern Cali- 
fornia Edison Co., Los 
Calif. 

F. T. McEvoy, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 


Maine 


Angeles, 


W. G. MCKIE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

T. O. McQUISTON, Metropolitan Edi- 
son Co., Reading, Pa. 

C. W. MEYTROTT, Consolidated Edison 
Co. of New York, Inc., New York, 
Ni 

C. L. OSTERBERGER, Louisiana Power 
& Light Co., New Orleans, La. 

G. W. OUSLER; Duquesne Light Co., 
Pittsburgh, Pa. 

B. L. PALM, Central Illinois Public 
Service Co., Springfield, Ill. 

R. F. PLYMIRE, Puget Sound Power & 
Light Co., Bellevue, Wash. 

J. A. REED, Southwestern Electric 
Power Co., Shreveport, La. 

W. T. RICHARDS, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

M. R. Ropcer, Middle West Service 
Co., Chicago, Ill. 

W. M. SHEPHERD, Arkansas Power & 
Light Co., Little Rock, Ark. 

C. J. SINNOTT, New Orleans Public 
Service Inc., New Orleans, La. 

M. E. SKINNER, Union Electric Co., 
St. Louis, Mo. 

H. F. STAACKE, Houston Lighting & 
Power Co., Houston, Texas 

H. A. StTrouD, Monongahela Power 
Co., Fairmont, W. Va. 

R. C. SWARTZ, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. W. THOMAS, Public Service Co. of 
Colorado, Denver, Colo. 

A. M. WADE, The Connecticut Light & 
Power Co., Berlin, Conn. 

W. H. WAGNER, Wisconsin 
Power Co., Milwaukee, Wis. 

C. M. WALLACE, JR., Georgia Power 
Co., Atlanta, Ga. 

D. E. WASHBURN, Boston Edison Co., 
Boston, Mass. 

BASSETT WATSON, Texas 
Light Co., Dallas, Texas 

C. A. WILLIAMS, The United Illumi- 
nating Co., New Haven, Conn. 

DON WILLIS, Arizona Public Service 
Co., Phoenix, Ariz. 

E. A. WILSON, Alabama Power Co., 

sirmingham, Ala. 

H. E. YEIDE, Potomac Electric Power 
Co., Washington, D. C. 

R. K. ZIMMERMAN, Kansas City Pow- 
er & Light Co., Kansas City, Mo. 


Electric 


Power & 
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ADVERTISING COMMITTEE 


Chairman, W. E. PIERCE, Common- 
wealth Edison Co., Chicago, IIl. 


R. D. BENSON, Georgia Power Co., 
Atlanta, Ga. 

W. W. BLISH, Wisconsin Electric Pow- 
er Co., Milwaukee, Wis. 

W. W. BowMAN, Utah Power & Light 
Co., Salt Lake City, Utah 

R. H. BripGEs, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

HERBERT BRIGGS, JR., Duquesne Light 
Co., Pittsburgh, Pa. 

W. D. Coss, JR., Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. E. COOPER, JR., Delaware Power & 
Light Co., Wilmington, Del. 

T. E. COTJANLE, The United Illumi- 
nating Co., Bridgeport, Conn. 

R. D. FURBER, Northern States Power 
Co., Minneapolis, Minn. 

O. E. GRINDE, The Montana Power 
Co., Butte, Mont. 

TOM GUTHRIE, Florida Power Corp., 
St. Petersburg, Fla. 

G. R. HAYSEL, Southern California 
Edison Co., Los Angeles, Calif. 

W. G. HEREN, Union Electric Co., St. 
Louis, Mo. 

H. R. JOHNSON, American Electric 
Power Service Corp., New York, 
N. ¥. 

G. T. LAMASON, Kentucky Utilities 
Co., Lexington, Ky. 

O. K. LEBLANC, Louisiana Power & 
Light Co., New Orleans, La. 

J. V. MACDONALD, Boston Edison Co., 
Boston, Mass. 

A. 8. MEGARGEE, Central Hudson Gas 
& Electric Co., Poughkeepsie, N. Y. 

P. L. PENFIELD, The Detroit Edison 
Co., Detroit, Mich. 

E. N. Pope, Carolina Power & Light 
Co., Raleigh, N. C. 

N. H. RANDALL, The Toledo Edison 
Co., Toledo, Ohio 

M. A. REICHHELD, New England Elec- 
tric System, Boston, Mass. 

J. A. SAYRE, Iowa Power and Light 
Co., Des Moines, Iowa 

J. M. STAFFORD, JR., Kansas City Pow- 
er & Light Co., Kansas City, Mo. 

H. M. WALNE, Dallas Power & Light 
Co., Dallas, Texas 
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G. A. WEBBER, Consumers Power Co., 
Jackson, Mich. 

BoB WIMBERLEY, Arkansas Power & 
Light Co., Little Rock, Ark. 


AREA DEVELOPMENT 
COMMITTEE 


Chairman, R. P. LEE, The Connecti- 
cut Light & Power Co., Berlin, 
Conn. 


R. Y. ADAMS, American Electric Pow- 
er Service Corp., New York, N. Y. 

C. H. ADLER, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

A. V. K. Bascock, Arizona Public 
Service Co., Phoenix, Ariz. 

R. K. BARRATT, The Empire District 
Electric Co., Joplin, Mo. 

J. S. BARTLETT, Potomac Electric 
Power Co., Washington, D. C. 

H. L. BREWER, Consumers Power Co., 
Jackson, Mich. 

H. W. CARLoss, Kentucky Utilities 
Co., Lexington, Ky. 

J. H. COATES, Ebasco Services Inc., 
New York, N. Y. 

E. R. CoLe, The Hartford Electric 
Light Co., Hartford, Conn. 

G. G. CURTIS, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

C. W. DEEG, Philadelphia Electric Co., 
Philadelphia, Pa. 

J. A. DILDY, Arkansas Power & Light 
Co., Little Rock, Ark. 

H. L. DONALDSON, Duquesne Light 
Co., Pittsburgh, Pa. 

J. D. EPPRIGHT, Texas Power & Light 
Co., Dallas, Texas 

M. D. EwING, Atlantic City Electric 
Co., Atlantic City, N. J. 

J. M. FRANK, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

E. V. Gray, Long Island Lighting Co., 
Mineola, N. Y. 

W. C. GREEN, Alabama Power Co., 
Birmingham, Ala. 

L. P. GROWNEY, Pacific Power & 
Light Co., Portland, Ore. 

A. M. GRUBER, The Washington Water 
Power Co., Spokane, Wash. 

T. H. HANSEN, Orange and Rockland 
Utilities, Inc., Nyack, N. Y. 

E. B. HASKELL, The United Illumi- 
nating Co., New Haven, Conn. 

F. J. HERR, JR., Central and South 
West Corp., Chicago, IIl. 

A. H. HINEs, Florida Power Corp., St. 
Petersburg, Fla. 

W. J. JAMIESON, General Public Utili- 
ties Corp., New York, N. Y. 

J. E. JOHANSON, Union Electric Co., 
St. Louis, Mo. 


EDISON 


R. E. KENNEDY, West Texas Utilities 
Co., Abilene, Texas 

E. J. LENIHAN, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

C. D. LYON, The Potomac Edison Co., 
Hagerstown, Md. 

V. S. MADISON, The Detroit Edison 
Co., Detroit, Mich. 

O. C. MAYER, Idaho Power Co., Boise, 
Idaho 

S. F. McGowan, Northern States 
Power Co., Minneapolis, Minn. 

R. D. MorRISON, Central Maine Power 
Co., Augusta, Maine 

S. G. NEEL, Puget Sound Power & 
Light Co., Seattle, Wash. 

W. G. PARRY, Jersey Central Power & 
Light Co., Denville, N. J. 

L. L. PETERSON, Interstate Power Co., 
Dubuque, Iowa 

ScoTT PHELPS, Iowa Public Service 
Co., Sioux City, Iowa 

W. J. PuGuH, JR., The Cleveland Elec- 
tric Iluminating Co., Cleveland, 
Ohio 

W. M. F. SeEyYMouR, New England 
Power Service Co., Boston, Mass. 

J. W. SHYNE, Boston Edison Co., Bos- 
ton, Mass. 

F. G. SMITH, Mississippi Power & 
Light Co., Jackson, Miss. 

C. P. SPELLMAN, Virginia Electric 
and Power Co., Richmond, Va. 

D. E. STEWART, Carolina Power & 
Light Co., Raleigh, N. C. 

D. N. STOCKER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. B. STRUWE, Southwestern Electric 
Power Co., Shreveport, La. 

W. W. TALBOT, The Montana Power 
Co., Butte, Mont. 

C. A. THRASHER, Ohio Edison Co., 
Akron, Ohio 

R. F. TORREY, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

M. B. TOWNSEND, Central 
Light Co., Peoria, Ill. 

J. M. TURNBULL, Western Massachu- 
setts Electric Co., Springfield, Mass. 

J. S. WALSH, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. I. WHEELER, Texas Electric Service 
Co., Fort Worth, Texas 

D. H. WHITE, Utah Power & Light 
Co., Salt Lake City, Utah 

E. A. YATES, JR., Georgia Power Co., 
Atlanta, Ga. 

G. S. YOUNG, Kansas City Power & 
Light Co., Kansas City, Mo. 


Illinois 


ELECTRIC INSTITUTE BULLETIN 


October, 1959 


ELECTRICAL LIVING POLICY 
COMMITTEE 


Chairman, G. W. OUSLER, Duquesne 
Light Co., Pittsburgh, Pa. 


M. C. ALBRITTAIN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

T. G. AYERS, Commonwealth Edison 
Co., Chicago, Ill. 

PAUL EMLER, American Electric 
Power Service Corp., New York, 
a We 

J. R. FURBER, Northern States Power 
Co., Minneapolis, Minn. 

C. D. LAWRENCE, New England Elec- 
tric System, Boston, Mass. 

J. H. MEAD, Southern California Edi- 
son Co., Los Angeles, Calif. 

W. M. SHEPHERD, Arkansas Power & 
Light Co., Little Rock, Ark. 

C. M. WALLACE, JR., Georgia Power 
Co., Atlanta, Ga. 

DON WILLIs, Arizona Public Service 
Co., Phoenix, Ariz. 


MARKET RESEARCH 
COMMITTEE 


Chairman, C. W. MEYTROTT, Con- 
solidated Edison Co. of New York, 
Inc., New York, N. Y. 


R. W. Brown, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

W. L. BYRNE, Ebasco Services Inc., 
New York, N. Y. 
R. W. CoANn, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
J. N. ENGEL, West Penn Power Co., 
Greensburg, Pa. 

L. E. GEFFINGER, Commonwealth Edi- 
son Co., Chicago, IIl. 

E. L. HARRIS, Public Service Electric 
and Gas Co., Newark, N. J. 

W. J. JEFFERSON, Consumers Power 
Co., Jackson, Mich. 

J. R. JONES, Southern Services Ince., 
3irmingham, Ala. 

G. L. LAHODNY, The Detroit Edison 
Co., Detroit, Mich. 

t. I. MENDES, Pacific Gas and Electric 
Co., San Francisco, Calif. 


SALES PERSONNEL 

AND TRAINING COMMITTEE 

Chairman, G. J. STEFFEN, Union Elec- 
tric Co., St. Louis, Mo. 

R. R. CAHAL, JR., Ebasco Services 
Inc., New York, N. Y. 

R. O. DOERR, Public Service Electric 
and Gas Co., Newark, N. J. 

LELAND HOLTMAN, Public Service Co. 
of Indiana, Inc., Plainfield, Ind. 

L. D. KNEEN, Northern States Power 
Co., Minneapolis, Minn. 
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R. T. MAZzuUCCHI, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

J. C. MELTON, Potomac Electric Power 
Co., Washington, D. C. 

GORDON PARKER, Public Service Co. 
of Colorado, Denver, Colo. 

H. R. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 
J. S. C. Ross, Pacific Gas and Electric 

Co., San Francisco, Calif. 
G. W. WARNER, Consumers Power Co., 
Jackson, Mich. 


COMMERCIAL GROUP 


Chairman, L. T. CALE, Alabama Power 
Co., Birmingham, Ala. 


Commercial Cooking And 
Water Heating Committee 


Chairman, J. L. BEAVER, Metropolitan 
Edison Co., Reading, Pa. 


H. M. BLACKBURN, Potomac Electric 
Power Co., Washington, D. C. 

H. E. CARNEY, The Toledo Edison Co., 
Toledo, Ohio 

S. S. Cox, The Detroit Edison Co., 
Detroit, Mich. 
L. G. Davis, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
A. R. HAMPSEY, JR., Duquesne Light 
Co., Pittsburgh, Pa. 

A. E. KETTELHUT, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 

R. T. LAYFIELD, Georgia Power Co., 
Atlanta, Ga. 

S. F. MACLEAN, The United Illumi- 
nating Co., New Haven, Conn. 

R. L. McCuEN, Duke Power Co., Char- 
lotte, N. C. 

O. R. MONROE, Southern California 
Edison Co., Los Angeles, Calif. 

H. J. MORGANROTH, Florida Power & 
Light Co., Miami, Fla. 

J. C. NEWHOUSE, Northern States 
Power Co., Minneapolis, Minn. 

R. L. NOBLE, NEES-Quincy Electric 
Co., Quincy, Mass. 
I. E. PIERCE, New York State Electric 
& Gas Corp., Binghamton, N. Y. 
JOHN POHL, Commonwealth Edison 
Co., Chicago, IIl. 

J. S. RAGLAND, Virginia Electric & 
Power Co., Richmond, Va. 

L. B. RESLER, Ohio Power Co., Canton, 
Ohio 

J. B. RuHEA, West Penn Power Co., 
Greensburg, Pa. 

C. E. SpeERow, Ohio Edison Co., Ak- 
ron, Ohio 

N. F. STAINTHORPE, Philadelphia 
Electric Co., Jenkintown, Pa. 

E. R. Woo.uey, Ebasco Services Inc., 
New York, N. Y. 
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J. C. ZEILER, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 


Commercial Lighting Committee 


Chairman, G. J. GILLEN, Consolidated 
Edison Co. of New York, Inc., New 
York... hi. XY. 


T. M. Barr, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. W. BIGLEY, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

A. C. BRODEUR, JR., Western Massa- 
chusetts Electric Co., Springfield, 
Mass. 

W. L. BYRNE, Ebasco Services Inc., 
New York, N. Y. 

J. L. CAMPBELL, New Orleans Public 
Service Inc., New Orleans, La. 

H. F. CARROLL, Pennsylvania Power 
& Light Co., Allentown, Pa. 

A. R. CUMMING, The United Illumi- 
nating Co., New Haven, Conn. 

J. F. DICKERHOFF, Long Island Light- 
ing Co., Mineola, N. Y. 

W. E. Fousom, Dallas Power & Light 
Co., Dallas, Texas 

W. P. GRAHAM, Philadelphia Electric 
Co., Philadelphia, Pa. 

G. A. GRIER, The Dayton Power and 
Light Co., Dayton, Ohio 

L. T. JOHNSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

H. R. JONES, West Penn Power Co., 
Greensburg, Pa. 

F. A. KENDER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
WAYNE KUNDE, Duquesne Light Co., 

Pittsburgh, Pa. 

D. D. LEEs, Atlantic City Electric Co., 
Atlantic City, N. J. 

W. K. LEWELLEN, NEES-Suburban 
Electric Co., Malden, Mass. 

CARTER LEWIS, Union Electric Co., 
St. Louis, Mo. 

C. W. McCormick, The Connecticut 
Light & Power Co., Hartford, Conn. 

W. P. MCPHERSON, Carolina Power & 
Light Co., Raleigh, N. C. 

R. L. SAWYIER, JR., Pacific Gas and 
Electric Co., San Francisco, Calif. 

W. A. STANNARD, Consumers Power 
Co., Jackson, Mich. 

L. E. TAYLER, The Detroit Edison Co., 
Detroit, Mich. 

L. C. TWICHELL, Rochester Gas and 
Electric Corp., Rochester, N. Y. 


Electric Space Heating And 
Air Conditioning Committee 
Chairman, L. E. BLADES, Arkansas 
Power & Light Co., Little Rock, 

Ark. 
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F. O. ANDERSON, Northern States 
Power Co., Minneapolis, Minn. 

D. V. BoNEyY, Atlantic City Electric 
Co., Atlantic City, N. J. 

GLYDEWELL BURDICK, Wisconsin Pow- 
er and Light Co., Madison, Wis. 

J. P. COBLENTZ, The Potomac Edison 
Co., Hagerstown, Md. 

G. H. CHEEK, Duke Power Co., Char- 
lotte, N. C. 

A. C. CRAWFORD, Potomac Electric 
Power Co., Washington, D. C. 

R. L. DUNTEN, Central Power and 
Light Co., Corpus Christi, Texas 
T. W. FULLER, Pacific Gas and Elec- 

tric Co., San Francisco, Calif. 

E. H. GARDINER, JR., Texas Power & 
Light Co., Dallas, Texas 

R. C. GEYER, Commonwealth Edison 
Co., Chicago, IIl. 

G. W. GILROY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
A. C. GOODWIN, Gulf Power Co., Pen- 

sacola, Fla. 

E. B. HASKELL, The United Illumi- 
nating Co., New Haven, Conn. 

P. H. HENRICHS, Southern California 
Edison Co., Long Beach, Calif. 

K. K. HICKMAN, Florida Power Corp., 
St. Petersburg, Fla. 

H. S. HINRICHS, The Kansas Power 
and Light Co., Topeka, Kan. 

G. C. JAMISON, Western Massachu- 
setts Electric Co., Springfield, Mass. 

P. A. KINSEY, Metropolitan Edison 
Co., Reading, Pa. 

T. B. KNox, Virginia Electric and 
Power Co., Richmond, Va. 

G. D. LEACH, JR., Tampa Electric Co., 
Tampa, Fla. 

J. F. LOWREY, Philadelphia Electric 
Co., Philadelphia, Pa. 

W. H. MANN, JR., The Toledo Edison 
Co., Toledo, Ohio 

G. W. McELHANEY, Ohio Edison Co., 
Akron, Ohio 

J. B. NAPIER, American Electric Pow- 
er Service Corp., New York, N. Y. 

HuGH ROBERTS, Alabama Power Co., 
Birmingham, Ala. 

K. I. ROBINSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

A. C. SANGSTER, The Detroit Edison 
Co., Detroit, Mich. 

S. S. SANSBURY, Union Electric Co., 
St. Louis, Mo. 

W. A. SHERMAN, NEES-The Narra- 
gansett Electric Co., Providence, 
BR; 

A. F. SOUTHWICK, Consumers Power 
Co., Jackson, Mich. 

D. L. THOMPSON, New Jersey Power 
& Light Co., Denville, N. J. 
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H. T. Yorp, Georgia Power Co., At- 
lanta, Ga. 


Street and Highway 
Lighting Committee 
Chairman, L. H. LINGEMANN, Du- 
quesne Light Co., Pittsburgh, Pa. 


C. T. BALLARD, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

R. E. BALLARD, The Connecticut Light 
& Power Co., Hartford, Conn. 

J. A. BANTON, Tampa Electric Co., 
Tampa, Fla. 

R. E. DAHLIN, Southern California 
Edison Co., Los Angeles, Calif. 

E. M. FAHEY, Public Service Electric 
and Gas Co., Newark, N. J. 

H. H. Goss, New York State Electric 
& Gas Corp., Binghamton, N. Y. 
J. H. Harpy, Indianapolis Power & 

Light Co., Indianapolis, Ind. 

H. G. HRIVNATZ, Houston Lighting & 
Power Co., Houston, Texas 

G. E. KORTEN, Consumers Power Co., 
Jackson, Mich. 

L. M. LEACHE, Potomac Electric Pow- 
er Co., Washington, D. C. 

J. A. MACCRACKEN, New England 
Electric System, Boston, Mass. 

R. B. MCFARLAND, Central Maine 
Power Co., Augusta, Maine 

R. B. NEWMAN, Otter Tail Power Co., 
Fergus Falls, Minn. 

H. S. NONNEMAN, The Dayton Power 
and Light Co., Dayton, Ohio 

W. A. F. PyLe, Delaware Power & 
Light Co., Wilmington, Del. 

E. L. RAYMOND, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

J. H. SHAW, Utah Power & Light Co., 
Salt Lake City, Utah 

WILLIAM TAYLOR, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

G. A. TROSPER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

C. E. WALDRON, Niagara Mohawk 
Power Corp., Albany, N. Y. 

G. G. WHEELER, Northern States Pow- 
er Co., Minneapolis, Minn. 


FARM GROUP 


Chairman, P. R. SCHEPERS, Consum- 
ers Power Co., Jackson, Mich. 


Farm Development Committee 


Chairman, L. T. WANSLEY, Georgia 
Power Co., Atlanta, Ga. 


Don ADAMS, Florida Power and Light 
Co., Palatka, Fla. 

F. R. BAILEY, Central Maine Power 
Co., Augusta, Maine 
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W. D. BEARDSLEE, Columbus. and 
Southern Ohio Electric Co., Colum- 
bus, Ohio 

STANLEY BIDLACK, Philadelphia Elec- 
tric Co., Coatesville, Pa. 

C. A. BRADFORD, Public Service Co. 
of Oklahoma, Tulsa, Okla. 

L. N. BRANNAN, Gulf States Utilities 
Co., Beaumont, Texas 

L. B. CARNEY, Niagara Mohawk Pow- 
er Corp., Albany, N. Y. 

J. L. COPEMAN, Monongahela Power 
Co., Fairmont, W. Va. 

A. B. CoucH, Puget Sound Power & 
Light Co., Bellevue, Wash. 

D. D. CRANZ, Ohio Edison Co., Akron, 
Ohio 

H. B. ENGLE, Atlantic City Electric 
Co., Pitman, N. J. 

A. G. Fox, New England Electric Sys- 
tem, Clinton, Mass. 

J. M. GOODMAN, South Carolina Elec- 
tric & Gas Co., Denmark, S. C. 

A. H. GRay, JR., Southwestern Elec- 

tric Power Co., Shreveport, La. 

C. R. GUSTAFSON, Otter Tail Power 
Co., Fergus Falls, Minn. 

N. S. HAw, Northern States Power 
Co., Minneapolis, Minn. 

J. L. Hays, West Texas Utilities Co., 
Abilene, Texas 

E. R. HEacocK, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

S. F. HENRY, Pennsylvania Power Co., 
New Castle, Pa. 

W. D. JONES, Illinois Power Co., De- 
catur, IIl. 

W. R. KOLLMAYR, New Jersey Power 
& Light Co., Phillipsburg, N. J. 

E. D. Lopwick, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

WILLIAM McCuULLocH, California 
Electric Power Co., San Bernardino, 
Calif. 

R. E. MONINGER, Public Service Co. 
of Colorado, Denver, Colo. 

J. J. POWELL, Mississippi Power & 
Light Co., Jackson, Miss. 

C. A. Root, Pacific Power & Light Co., 
Albany, Ore. 

W. E. SAWDON, Delaware Power & 
Light Co., Wilmington, Del. 

E. G. SCHIESL, Southern Colorado 
Power Co., Pueblo, Colo. 

E. H. SMITH, Kansas City Power & 
Light Co., Kansas City, Mo. 

D. C. STABLES, Virginia Electric & 
Power Co., Richmond, Va. 

G. H. STEWART, Carolina Power & 
Light Co., Florence, S. C. 

D. N. STILES, The Connecticut Light 
& Power Co., Berlin, Conn. 
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H. F. THOMPSON, Central Louisiana 
Electric Co., Pineville, La. 

J. L. Warp, Texas Electric Service 
Co., Fort Worth, Texas 

F. M. WIGSTEN, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
a a 

D. E. WIMBERLY, Arkansas-Missouri 
Power Co., Blytheville, Ark. 

E. R. WOOLLEY, Ebasco Services Inc., 
New York, N. Y. 


Farm Promotion Committee 


Chairman, VIRGIL MARVIN, The To- 
ledo Edison Co., Toledo, Ohio 


H. F. BARTON, St. Joseph Light & 
Power Co., St. Joseph, Mo. 

J. A. BLAZER, Arizona Public Service 
Co., Phoenix, Ariz. 

J. C. CAHILL, The Detroit Edison Co., 
Detroit, Mich. 

C. F. CHUNGLO, Western Massachu- 
setts Electric Co., Springfield, Mass. 

N. L. COLVIN, Louisiana Power & 
Light Co., New Orleans, La. 

R. S. CRIST, West Penn Power Co., 
Greensburg, Pa. 

R. K. DERRY, Ohio Power Co., Canton, 
Ohio 

S. J. Fotks, Jr., Florida Power Corp., 
St. Petersburg, Fla. 

H. A. GETTINGER, Northern Indiana 
Public Service Co., Hammond, Ind. 

H. M. GissBs, Texas Power & Light 
Co., Dallas, Texas 

A. S. GILBERT, Idaho Power Co., Boise, 
Idaho 

L. H. HAMMOND, New York State 
Electric & Gas Corp., Binghamton, 
ee 

G. E. HAaRMEs, Iowa Public Service 
Co., Sioux City, Iowa 

R. G. HARVEY, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

T. F. HILDEBRAND, American Electric 
Power Service Corp., New York, 
i. oo 

H. S. HINRICHS, The Kansas Power 
and Light Co., Topeka, Kan. 

DELAMAR HOLT, Utah Power & Light 
Co., Salt Lake City, Utah 

C. E. JEERINGS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

L. W. LAWSON, Central Vermont Pub- 
lic Service Corp., Rutland, Vt. 

F. G. MACKANESS, Portland General 
Electric Co., Portland, Ore. 

Ross MAUNEY, Arkansas Power and 
Light Co., Little Rock, Ark. 

F. C. MIRAMONTES, Pacific Gas and 
Electric Co., San Francisco, Calif. 
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E. R. Murpuy, Kentucky Utilities Co., 
Lexington, Ky. 

R. A. NELSON, Minnesota Power & 
Light Co., Duluth, Minn. 

M. B. PENN, Alabama Power Co., 
Birmingham, Ala. 

JOHN POTTER, Gulf Power Co., De 
Funiak Springs, Fla. 
H. O. ROBERTS, JR., Central Power and 
Light Co., Corpus Christi, Texas 
J. H. SCHREIER, Northern States Pow- 
er Co., Eau Claire, Wis. 

R. R. SMITH, Metropolitan Edison Co., 
Reading, Pa. 

H. J. SOWDERS, The Dayton Power 
and Light Co., Dayton, Ohio 

J. H. THOMAS, Central Illinois Light 
Co., Peoria, IIl. 


INDUSTRIAL POWER 
AND HEATING GROUP 
Chairman, P. W. McCorMIck, Union 
Electric Co., St. Louis, Mo. 


Competitive Service Committee 


Chairman, R. W. BASCHNAGEL, Roch- 
ester Gas and Electric Corp., Roch- 
ester, N. Y. 

W. G. ADAMS, Central Illinois Public 
Service Co., Springfield, Il. 

B. R. ASKEW, Georgia Power Co., At- 
lanta, Ga. 

F. J. DEYE, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

J. B. ELLSWORTH, Boston Edison Co., 
3oston, Mass. 

H. C. GAuUSE, Alabama Power Co., 
Birmingham, Ala. 

T. D. HOSKINS, Louisiana Power & 
Light Co., New Orleans, La. 

W. D. HOWELL, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

W. P. LYMAN, Carolina Power & 
Light Co., Raleigh, N. C. 

G. A. Nay, Monongahela Power Co., 
Fairmont, W. Va. 

Q. Q. QUINN, The Connecticut Light & 
Power Co., Berlin, Conn. 

C. L. WILSON, El Paso Electric Co., El 
Paso, Texas 


General Power And 
Heating Committee 
Chairman, J. H. AHRENS, The Hart- 
ford Electric Light Co., Hartford, 

Conn. 

G. M. ALLEN, The Detroit Edison Co., 
Detroit, Mich. 

J. C. AULL, Indianapolis Power & 
Light Co., Indianapolis, Ind. 
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W. E. CAMERON, Pennsylvania Power 
& Light Co., Allentown, Pa. 

W. B. CAMPBELL, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

S. L. CHAPIN, Public Service Electric 
and Gas Co., Newark, N. J. 

F. F. DICKMANN, West Penn Power 
Co., Greensburg, Pa. 

L. V. DucGas, Gulf States Utilities 
Co., Beaumont, Texas 

M. H. GERHARD, Consumers Power 
Co., Jackson, Mich. 

B. L. HANTLE, Illinois Power Co., De- 
catur, Il. 

G. A. JENNINGS, Kansas City Power 
& Light Co., Kansas City, Mo. 

L. F. KIELSMEIER, Ohio Edison Co., 
Akron, Ohio 

J. F. Morton, New Orleans Public 
Service Inc., New Orleans, La. 

V. A. SECHLER, Ohio Power Co., Can- 
ton, Ohio 

C. C. SHOTWELL, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. J. SODERGREN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

H. M. STEINER, Long Island Lighting 
Co., Mineola, N. Y. 

W. H. STEINHAUER, The Toledo Edi- 
son Co., Toledo, Ohio 

R. W. WYMAN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 


Industrial Sales Methods 
and Development Committee 


Chairman, A. D. SPILLMAN, Philadel- 
phia Electric Co., Philadelphia, Pa. 

W. R. ANKROM, American Electric 
Power Service Corp., New York, 
N.Y. 

G. R. BLACK, Wisconsin Electric Pow- 
er Co., Milwaukee, Wis. 

J. H. COATES, Ebasco Services Inc., 
New York, N. Y. 

L. P. FRIES, New York State Electric 
& Gas Corp., Binghamton, N. Y. 

R. R. JOHNSON, Duquesne Light Co., 
Pittsburgh, Pa. 

F. R. Knipp, The Dayton Power and 
Light Co., Dayton, Ohio 

R. C. PFLUG, Wisconsin Power and 
Light Co., Madison, Wis. 

L. C. Rog, Atlantic City Electric Co., 
Pleasantville, N. J. 

J. M. TURNBULL, Western Massachu- 
setts Electric Co., Springfield, Mass. 

T. L. VAN Law, Southern California 
Edison Co., Los Angeles, Calif. 

W. D. WILKINSON, New England 
Electric System, Boston, Mass. 
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RESIDENTIAL GROUP 


Chairman, R. G. MACDONALD, West 
Penn Power Co., Greensburg, Pa. 


Home Service Committee 


Chairman, Miss JUDITH E. O’FLA- 
HERTY, Philadelphia Electric Co., 
Philadelphia, Pa. 

Miss ANNA BINES, Texas Electric 
Service Co., Fort Worth, Texas 
Miss JANET E. BOLLES, Brockton Edi- 

son Co., Brockton, Mass. 

Mrs. ERMA MEEKS BOYEN, The Ha- 
waiian Electric Co., Ltd., Honolulu, 
Hawaii 

Miss EVELYN BROCKETT, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio 

Miss ROSAMOND CARLSON, Northern 
States Power Co., Minneapolis, 
Minn. 

Mrs. JANE GRAU CRICKS, Duquesne 
Light Co., Pittsburgh, Pa. 

Mrs. MARGUERITE FENNER, Pacific 
Gas and Electric Co., San Fran- 
cisco, Calif. 

MIss EVELYN HANSEN, Utah Power & 
Light Co., Salt Lake City, Utah 
Mrs. ANNE H. KLotTz, The Toledo 

Edison Co., Toledo, Ohio 

Miss RuTH D. KRUGER, Arizona Pub- 
lic Service Co., Phoenix, Ariz. 

Mrs. MILDRED A. LESSENICH, Wiscon- 
sin Electric Power Co., Milwaukee, 
Wis. 

Mrs. FRANCES MANESS, Virginia Elec- 
tric and Power Co., Richmond, Va. 

Miss MARY CATHERINE McGrapy, 
Boston Edison Co., Boston, Mass. 

Mrs. Mary L. QUINN, Potomac Elec- 
tric Power Co., Washington, D. C. 

Miss MARION E. RYAN, The Detroit 
Edison Co., Detroit, Mich. 

MIss MARGARET SCHNEIDER, Wheeling 
Electric Co., Wheeling, W. Va. 

Miss RUTH SHANK, Union Electric 
Co., St. Louis, Mo. 

Mrs. MARGUERITE G. SURLES, Carolina 
Power & Light Co., Raleigh, N. C. 
Mrs. AMY THOMPSON, Florida Power 

Corp., St. Petersburg, Fla. 

Miss SUZANNE WOFFORD, Mississippi 

Power & Light Co., Jackson, Miss. 


Residential Appliance 
Promotion Committee 
Chairman, E. J. HURLEY, The Detroit 

Edison Co., Detroit, Mich. 
R. L. ALBAUGH, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 
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J. D. ALFORD, Public Service Co. of 
Indiana, Inc., Plainfield, Ind. 

F. P. ALLEN, Gulf States Utilities 
Co., Beaumont, Texas 

O. W. AMADOR, Iowa Electric Light 
and Power Co., Cedar Rapids, Iowa 

C. E. ANDERSON, Virginia Electric 
and Power Co., Richmond, Va. 

J. J. BARRY, Boston Edison Co., Bos- 
ton, Mass. 

C. E. BorpDERS, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

J. P. BRown, Alabama Power Co., 
Birmingham, Ala. 

JACK BrucH, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
R. W. BuTTs, Ohio Edison Co., Akron, 

Ohio 

C. A. Byron, The Connecticut Light 
& Power Co., Berlin, Conn. 

M. T. CARTER, Public Service Co. of 
New Hampshire, Manchester, N. H. 

R. B. DENHARDT, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.. ¥. 

L. A. DUCKWORTH, New York State 
Electric & Gas Corp., Binghamton, 
N.Y. 

L. A. DUNN, The United Illuminating 
Co., Bridgeport, Conn. 

F. T. ELLENBERG, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

G. A. ENGLES, New Jersey Power & 
Light Co., Denville, N. J. 

T. E. HAMMETT, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

B. W. HANSON, Northern States Pow- 
er Co., Minneapolis, Minn. 

W. J. HEINRICHS, Southwestern Elec- 
tric Power Co., Shreveport, La. 

R. W. HELLER, Duquesne Light Co., 
Pittsburgh, Pa. 

DELAMAR HOLT, Utah Power & Light 
Co., Salt Lake City, Utah 

L. L. Koontz, Appalachian Power Co., 
Roanoke, Va. 

F. F. McCoy, Wisconsin 
Power Co., Milwaukee, Wis. 

W. H. MERRICK, Texas Electric Ser- 
vice Co., Fort Worth, Texas 

H. L. Moore, Southern California 
Edison Co., Los Angeles, Calif. 

M. R. NorTON, Wisconsin Power and 
Light Co., Madison, Wis. 

M. A. O’MALLEY, New England Elec- 
tric System, Boston, Mass. 

H. H. Orr, Duke Power Co., Char- 
lotte, N. C. 

B. L. PALM, Central Illinois Public 
Service Co., Springfield, Ill. 

M. A. PAULIN, Kansas City Power & 
Light Co., Kansas City, Mo. 


Electric 
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R. N. ROBERTSON, Florida Power 
Corp., St. Petersburg, Fla. 

LYNWOOD SCHRADER, Kentucky Utili- 
ties Co., Lexington, Ky. 

A. E. SCHWARZ, Ebasco Services Inc., 
New York, N. Y. 

R. W. SMITH, Metropolitan Edison 
Co., Reading, Pa. 

J. G. SNYDER, American Electric Pow- 
er Service Corp., New York, N. Y. 

L. E. STANNARD, West Penn Power 
Co., Greensburg, Pa. 

M. J. STEINBRAKER, Middle West Ser- 
vice Co., Chicago, Ill. 

W. L. TAIT, Portland General Electric 
Co., Portland, Ore. 

F. E. TAYLOR, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. M. TAYLOR, The Toledo Edison Co., 
Toledo, Ohio 

E. P. WERLEY, Pennsylvania Power & 
Light Co., Allentown, Pa. 

H. J. WILSON, Georgia Power Co., At- 
lanta, Ga. 


Residential Electric 
Space Heating Committee 
Chairman, J. H. K. SHANNAHAN, 
American Electric Power Service 
Corp., New York, N. Y. 


J. F. Burt, Western Massachusetts 
Electric Co., West Springfield, 
Mass. 


J. H. W. CLELAND, West Penn Power 
Co., Greensburg, Pa. 

H. L. CUSHING, Appalachian Power 
Co., Roanoke, Va. 

K. M. LA RUE, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

T. W. McKENNA, Delaware Power & 
Light Co., Wilmington, Del. 

L. H. RIveE, Long Island Lighting Co., 
Mineola, N. Y. 

B. F. SHIELDS, Potomac Electric Pow- 
er Co., Washington, D. C. 

E. F. SHIELDS, New England Electric 
System, Boston, Mass. 

N. W. STIFFLER, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 

R. M. Woop, Ebasco Services Inc., 
New York, N. Y. 


Residential Lighting 
Promotion Committee 
Chairman, J. R. WATERS, Mononga- 
hela Power Co., Fairmont, W. Va. 
D. S. BEAN, Philadelphia Electric Co., 

Philadelphia, Pa. 
D. E. BooTEs, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 
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H. F. Carr, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

L. L. CLEMMER, Consumers Power 
Co., Jackson, Mich. 

R. M. DoucLass, Dallas Power & 
Light Co., Dallas, Texas 

STELLA M. FETZER, The Cincinnati 
Gas & Electric Co., Cincinnati, Ohio 

A. C. HEBERT, New Orleans Public 
Service Inc., New Orleans, La. 

E. A. HopGe, Louisiana Power & 
Light Co., New Orleans, La. 

S. W. HUNTSMAN, Public Service Co. 
of Colorado, Denver, Colo. 

L. J. LESSENICH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. R. NYE, Western Massachusetts 
Electric Co., Springfield, Mass. 

O. B. NYE, Niagara Mohawk Power 
Corp., Albany, N. Y. 

J. 8S. C. Ross, Pacific Gas and Electric 
Co., San Francisco, Calif. 

R. W. SCHMIDT, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

A. J. SMALLEY, Duquesne Light Co., 
Pittsburgh, Pa. 

C. A. STEVENS, Public Service Electric 
and Gas Co., Newark, N. J. 


Residential Wiring 
Promotion Committee 

Chairman, J. R. FURBER, Northern 
States Power Co., Minneapolis, 
Minn. 

E. A. BRAND, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

C. W. BRISSENDEN, Portland General 
Electric Co., Portland, Ore. 

J. T. CATHERWOOD, Long Island Light- 
ing Co., Mineola, N. Y. 

A. B. DAWSON, NEES-Merrimack-Es- 
sex Electric Co., Lowell, Mass. 

H. B. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 

J. C. MESERVE, Southern California 
Edison Co., Los Angeles, Calif. 

W. R. MILBy, The Detroit Edison Co., 
Detroit, Mich. 

R. W. NEEL, The Cincinnati Gas & 
Electric Co., Cincinnati, Chio 

R. W. OSTERHOLM, Ohio Power Co., 
Canton, Ohio 

F. C. PEsvEyc, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

B. D. QUIRK, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

J. F. ROBERTS, Philadelphia Electric 
Co., Philadelphia, Pa. 

E. A. SNYDER, American Electric Pow- 
er Service Corp., New York, N. Y. 
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EEI Representatives on Joint Committees and Committees of Other 


Or ganizations—(Complete Listing as of Sept. 15, 1959) 


Part I—Joint Committees 


AIR CONDITIONING AND REFRIGERATING 
EQUIPMENT (ARI/EEI/NEMA) 


J. W. ANDERSON (Chmn.),* Philadelphia Electric Co. 
BRYCE BRADY, Oklahoma Gas and Electric Co. 

E. A. FISHER, Union Electric Co. 

W. J. GOOGE, Southwestern Electric Power Co. 

C. E. GLUMM, Commonwealth Services, Inc. 

H. W. GRATE, The Cincinnati Gas & Electric Co. 

G. M. NAsH, Central Hudson Gas & Electric Corp. 

C. K. PoarcH (Alt), EEI. 


BETTER LIGHT BETTER SIGHT BUREAU 


Executive Committee 


W. G. McKir (Chmn.), Rochester Gas & Electric Corp. 
E. O. GEORGE, The Detroit Edison Co. 

H. A. StrouD, Monongahela Power Co. 

J. T. COATSWORTH, EEI. 


Lighting Information Committee 


W. A. STANNARD (Chmn.), Consumers Power Co. 

H. H. Drown, Worcester County Electric Co. 

Mrs. MILDRED DITZEL, The Dayton Power & Light Co. 

Miss STELLA M. FETZER, The Cincinnati Gas & Electric 
Co. 

W. M. FREUDIGMAN, Narragansett Electric Co. 

W. H. ROLL, West Penn Power Co. 

J. S. C. Ross, Pacific Gas & Electric Co. 

H. M. WALNE, Dallas Power & Light Co. 


College and School Service Committee 


P. M. ALDEN, Philadelphia Electric Co. 

C. D. BELL, Southern Colorado Power Co. 

D. E. Bootes, Columbus & Southern Ohio Electric Co. 

H. L. CUSHING, Appalachian Electric Power Co. 

R. H. Eppy, Columbus & Southern Ohio Electric Co. 

Miss MELROSE FRANKLIN, Rochester Gas & Electric 
Corp. 

G. J. GILLEN, Consolidated Edison Co. 

B. J. JENSEN, Public Service Electric and Gas Corp. 

C. A. STEVENS, Public Service Electric and Gas Co. 

Mrs. ELIZABETH THOMAS, Metropolitan Edison Co. 

J. H. WANSKA, Wisconsin Electric Power Co. 


Communications Committee 


C. D. HOLLISTER (Chmn.), Niagara Mohawk Power 
Corp. 

W. L. BYRNE, Ebasco Services Inc. 

M. A. HAVENHILL, Kansas City Power & Light Co. 

F. C. PESvEYc, Public Service Electric and Gas Co. 

F. C. SHERMER, Philadelphia Electric Co. 


Rural Service Committee 


M. B. PENN (Chmn.), Alabama Power Co. 
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E. R. HEACOCK, Central Illinois Public Service Co. 
P. R. SCHEPERS, Consumers Power Co. 
Mrs. HELEN D. WATERS, Monongahela Power Co. 


BITUMINOUS COAL RESEARCH, JOINT RE- 
SEARCH ADVISORY COMMITTEE 
(AEIC/EEI/BCR) 
P. H. HARTUNG, Public Service Electric and Gas Co. 
T. M. HotcHkIss, Southern California Edison Co. 


COORDINATION COMMITTEE ON RADIO RECEP- 
TION (EEI/EIA/NEMA) 
G. P. FALLON (Chmn.), Baltimore Gas and Electric Co. 
S. C. BARTLETT, American Electric Power Service Corp. 
D. G. BLODGETT, The Detroit Edison Co. 
J. F. GILLESPIE, Philadelphia Electric Co. 
L. M. WEBB, The Hartford Electric Light Co. 
C. K. PoarcuH (Alt.), EEI. 


COORDINATION OF INSULATION 
(EEI/ATEE/NEMA) 

P. SPORN (Chmn.), American Electric Power Service 

Corp. 

L. R. GATY, Philadelphia Electric Co. 

J. R. NORTH, Commonwealth Services, Inc. 

R. E. PIERCE, Ebasco Services, Inc. 

H. K. SELS, Public Service Electric and Gas Co. 

H. R. STEWART, New England Power Service Corp. 

J. H. VIVIAN, Southern California Edison Co. 

E. WILD, Commonwealth Edison Co. 

H. E. KENT (Alt.), EEI. 


DISTRIBUTION CUTOUTS AND POWER FUSE 
STANDARDS (EEI/NEMA) 

E. T. CouPAL (Chmn.), Niagara Mohawk Power Corp. 

H. C. BINGHAM, The Cleveland Electric Illuminating 

Co. 

P. B. Boypb, Georgia Power Co. 

R. M. GROGAN, Long Island Lighting Co. 

J. F. HENNESSY, Baltimore Gas and Electric Co. 

G. D. STEVENS, Consumers Power Co. 

R. L. WARE, Virginia Electric and Power Co. 

C. K. PoarcH (Alt.), EEI. 


DISTRIBUTION TRANSFORMERS, STANDARDS 
FOR (EEI/NEMA) 

R. J. BENTZEL (Chmn.), American Electric Power Ser- 

vice Corp. 

T. J. BROSNAN, Niagara Mohawk Power Corp. 

H. L. DELONEY, Louisiana Power & Light Co. 

H. E. JUNG, Southern California Edison Co. 
C. K. PoARcH (Alt.), EEI. 


*“Chmn.” indicates the chairman of the EEI representation on 
the joint committee. 
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Subcommittee on Standards for Underground 
Transformers 
J. A. PutsForp (Chmn.), Public Service Electric 
and Gas Co. 


R. C. BLANKENBURG, Southern California Edison Co. 

F. B. MorGan, American Electric Power Service 
Corp. 

C. T. NICHOLSON, Niagara Mohawk Power Corp. 

E. F. NUEZEL, The Cincinnati Gas & Electric Co. 

C. P. XENIS, Consolidated Edison Co. of New York, 
Ine. 

C. K. PoarcH (Alt.), EEI. 


ELECTRIC INDUSTRY COORDINATING GROUP 
J. R. HARTMAN, The Cincinnati Gas & Electric Co. 
E. O. GEORGE, The Detroit Edison Co. 

G. W. OUSLER, Duquesne Light Co. 


ELECTRIC WATER HEATERS (EEI/NEMA) 
D. E. WASHBURN (Chmn.), Boston Edison Co. 
T. G. AYERS, Commonwealth Edison Co. 
E. O. GEORGE, The Detroit Edison Co. 
R. C. HIENTON, The Cleveland Electric Illuminating Co. 
M. E. SKINNER, Union Electric Co. 
M. C. WESTRATE, Commonwealth Services, Inc. 
C. M. WALLACE, JR., Georgia Power Co. 
C. A. WILLIAMS, The United Illuminating Co. 


HEAT PUMP (AEIC/EEI) 
E. R. AMBROSE (Chmn.), American Electric Power Ser- 
vice Corp. 
. F. CarR, Baltimore Gas and Electric Co. 
. F. ForBEs, Indianapolis Power & Light Co. 
. W. FULLER, Pacific Gas & Electric Co. 
. L. GATES, Middle West Service Corp. 
. S. HINRICHS, Kansas Power & Light Co. 
. B. KNOx, Virginia Electric and Power Co. 
W. MEGLEY, Boston Edison Co. 
G. W. MCELHANEY, Ohio Edison Co. 
G. M. NASH, Central Hudson Gas & Electric Corp. 
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HEAT STORAGE MATERIALS AND METHODS 

PROJECT STEERING COMMITTEE (AEIC/EEI) 
E. R. AMBROSE, American Electric Power Service Corp. 
G. M. NASH, Central Hudson Gas & Electric Corp. 


HIGH VOLTAGE CABLE PROJECT STEERING 
COMMITTEE (AEIC-EEI) 


G. P. ADAMS, Niagara Mohawk Power Corp. 
L. G. SMITH, Baltimore Gas and Electric Co. 


HIGHER SECONDARY AND UTILIZATION VOLT- 
AGES (EEI/NEMA) 


T. C. DUNCAN (Chmn.), Consolidated Edison Co. of 
New York, Inc. 

DAVID BuRNS, The Detroit Edison Co. 

F. A. Cox, Commonwealth Edison Co. 


EDISON ELECTRIC INSTITUTE BULLETIN 


October, 1959 


H. F. HOEBEL, American Electric Power Service Corp. 
L. G. SMITH, Baltimore Gas and Electric Co. 
F. JOSBERGER (Alt.), Long Island Lighting Co. 


THE INDUSTRIAL ELECTRIFICATION COUNCIL 


Executive Committee 
M. I. ALLEN (Chmn.), Philadelphia Electric Co. 
E. O. GEORGE, The Detroit Edison Co. 
J. B. TayLor, Atlantic City Electric Co. 
E. A. WILSON, Alabama Power Co. 


Pianning Committee 
A. D. SPILLMAN (Chmn.), Philadelphia Electric Co. 
J. H. COATES, Ebasco Services, Inc. 
S. A. Moore, Public Service Electric & Gas Co. 


Electric Heating Division 
Steering Committee 
R. W. WYMAN (Chmn.), The Cleveland Electric II- 
luminating Co. 
R. W. BASCHNAGEL, Rochester Gas & Electric Co. 
A. L. BISBEE, The Hartford Electric Light Co. 


Metal Sheath Electric Heating Committee 
A. L. BISBEE (Chmn.), The Hartford Electric Light Co. 
D. I. GALER, Niagara Mohawk Power Corp. 


Heat Processing Committee 
G. B. CATLIN (Chmn.), The Detroit Edison Co. 
V. A. SECHLER, Ohio Power Co. 


Industrial Electric Comfort and Space Heating Com- 
mittee 

H. W. McLARNEY (Chmn.), Union Electric Co. 

W. H. STEINHAUER, The Toledo Edison Co. 

J. C. ZEILER, Indiana & Michigan Electric Co. 


Industrial Electric Power Distribution Division 
Steering Committee 

F. F. DICKMANN (Chmn.), West Penn Power Co. 

3. R. ASKEW, Georgia Power Co. 

L. F. KIELSMEIER, Ohio Edison Co. 


INDUSTRY COMMITTEE ON INTERIOR WIRING 
DESIGN 

H. R. STEVENSON, The Detroit Edison Co. 

E. A. BRAND, Niagara Mohawk Power Corp. 


INSTRUMENT TRANSFORMERS FOR METERING 
PURPOSES (AEIC/EEI/NEMA) 
G. B. M. ROBERTSON (Chmn.), Philadelphia Electric Co. 
C. V. Morey, Consolidated Edison Co. of New York, 
Inc. 
A. T. HIGGINS (Alt.), EEI. 
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INSULATOR STANDARDS (EEI/NEMA) 
R. B. Havourp (Chmn.), Public Service Electric and 
Gas Co. 
C. B. DowNER, West Penn Power Co. 
C. K. PoarcuH (Alt.), EEI. 


JOINT ENGINEERING COMMITTEE (AAR/EEID) 
J. R. NortH (Chmn.), Commonwealth Services, Inc. 
T. J. BROSNAN, Niagara Mohawk Power Corp. 

E. F. DISSMEYER, Ohio Edison Co. 

R. E. PIERCE, Ebasco Services, Inc. 

H. P. St. Cuair, American Electric Power Service 
Corp. 

H. K. SELLS, Public Service Electric and Gas Co. 

Chairman of Transmission & Distribution Committee, 
Ex Officio. 

H. E. KENT (Secy), EEI. 


LEAKAGE CURRENTS (EEI/NEMA) 
J. A. BAUMGARTEN (Chmn.), Public Service Electric 
and Gas Co. 
H. A. Brown, Rochester Gas & Electric Corp. 
FRANK KAHN, Philadelphia Electric Co. 
F. E. SANFORD, Commonwealth Services, Inc. 
H. R. STEVENSON, The Detroit Edison Co. 
C. K. PoarcnH (Alt.), EET. 


METER MOUNTING AND TEST EQUIPMENT 
(AEIC/EEI/NEMA) 
G. B. M. ROBERTSON (Chmn.), Philadelphia Electric Co. 
C. V. Morey, Consolidated Edison Co. of New York, 
Inc. 
A. T. HiaccIns (Alt.), EET. 


MOTOR STARTING CURRENTS 
(AEIC/EEI/NEMA) 
J. W. ANDERSON (Chmn.), Philadelphia Electric Co. 
BrYCE BraApy, Oklahoma Gas and Electric Co. 
C. E. GLUMM, Commonwealth Services, Inc. 
G. M. NASH, Central Hudson Gas & Electric Corp. 
C. K. PoarcnH (Alt.), EEI. 


MOUNTING BRACKETS (EEI/NEMA) 
R. C. DAFFRON (Chmn.), Virginia Electric and Power 
Co. 
C. F. BIsHoP, Philadelphia Electric Co. 
J. A. SIEGFRIED, Pennsylvania Power & Light Co. 
C. K. PoarcH (Alt.), EEI. 


NATIONAL COMMITTEE FOR UTILITIES RADIO 
(Joint with 17 Groups) 
S. C. BARTLETT, American Electric Power Service 
Corp. 
E. D. GLATZEL, The Detroit Edison Co. 
A. A. STRAUB, Southern California Edison Co. 
C. K. PoarcH (Alt.), EEI. 


NATIONAL LIGHTING BUREAU 
H. E. Cuirr, Public Service Electric and Gas Co. 
FRANKLYN DICKINSON, Ohio Edison Co. 
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NATIONAL WIRING BUREAU 


Executive Committee 
M. I. ALLEN, Philadelphia Electric Co. 
W. T. RICHARDS, Indianapolis Power & Light Co. 


Residential Task Group 
JOHN CATHERWOOD, Long Island Lighting Co. 
ROBERT NEEL, The Cincinnati Gas & Electric Co. 


Commercial Task Group 


JAMES G. MCKEARIN, Western Massachusetts Electric 
Co. 


R. L. WEAVER, Philadelphia Electric Co. 
O. H. LASHLEY, JR., Potomac Edison Co. 


PLANT COORDINATION (EEI/Bell System) 

J. R. NoRTH (Chmn.), Commonwealth Services, Inc. 

T. J. BROSNAN, Niagara Mohawk Power Corp. 

E. F. DISSMEYER, Ohio Edison Co. 

R. E. PIERCE, Ebasco Services, Inc. 

H. P. St. Cuair, American Electric Power Service 
Corp. 

H. K. SELS, Public Service Electric and Gas Co. 

Chairman of Transmission & Distribution Committee, 
Ex Officio. 

H. E. KENT (Secy.), EEI. 


Subcommittee on Development and Research 
H. P. St. CLamR (Chmn.), American Electric Power 
Service Corp. 
Chairman of Transmission & Distribution Committee, 
Ex Officio. 
C. K. PoarcH (Secy.), EEI. 


POLE LINE HARDWARE (EEI/NEMA) 

E. TOPPING (Chmn.), Consumers Power Co. 

F. BIsHoP, Philadelphia Electric Co. 

H. CLARK, Southern California Edison Co. 

. COUPAL, Niagara Mohawk Power Corp. 
DAFFRON, Virginia Electric and Power Co. 
DILLER, Central Illinois Public Service Co. 

M. GRoGAN, Long Island Lighting Co. 

T. HOFER, Public Service Co. of Colorado 

L. JARCHOW, Northern States Power Co. 

N. LUNDIN, The Connecticut Light & Power Co. 
H. PURINTON, New Orleans Public Service Inc. 

. H. WAGNER, American Electric Power Service Corp. 
. C. VERocK (Secy.), Commonwealth Services, Inc. 
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POWER CIRCUIT BREAKERS (AEIC/EEI/NEMA) 
F. A. LANE (Chmn.), American Electric Power Service 
Corp. 
R. G. MEYERAND, Union Electric Co. 
R. R. WaGsTAFF, United Engineers & Constructors Inc. 
R. L. WEBB, Consolidated Edison Co. of New York, Inc. 
H. E. KENT (Alt.), EEI. 
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STREET LIGHTING EQUIPMENT, STANDARDIZA- 
TION OF (EEI/NEMA) 

A. T. GREEN (Chmn.), Niagara Mohawk Power Corp. 

E. M. CLARK, Rochester Gas & Electric Corp. 

G. R. COFFMAN, Texas Power & Light Co. 

A. B. CRAIG, Boston Edison Co. 

E. J. MARQUART, Ohio Edison Co. 

M. LoBas, The Cleveland Electric Illuminating Co. 

V. H. MINKNER, Indianapolis Power & Light Co. 

R. G. SNIZEK, Long Island Lighting Co. 

C. E. WHITAKER, JR., Narragansett Electric Co. 

W. A. ZANDER, The Detroit Edison Co. 

Chairman of Street Lighting Committee, Commercial 

Division, Ex Officio. 


TIME-CURRENT CHARACTERISTICS OF OVER- 
CURRENT PROTECTIVE DEVICES (EEI/NEMA) 
H. P. SLEEPER (Chmn.), Public Service Electric and 
Gas. Co. 
F. E. SANFORD, Commonwealth Services Inc. 
C. P. XENIS, Consolidated Edison Co. of New York, 
Inc. 
A. T. Hiccins (Alt.), EEI. 
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TRANSFORMER NOISE (EEI/NEMA) 
L. J. GILL (Chmn.), Pennsylvania Power & Light Co. 
J. F. BRACKEN, Commonwealth Edison Co. 
R. N. SOUTHGATE, Public Service Electric and Gas Co. 
C. P. XENIS, Consolidated Edison Co. of New York, 
Ine. 
A. T. HIGGINS (Alt.), EEI. 


VIBRATION IN HYDROELECTRIC POWER 
PLANTS (EEI/NEMA) 


G. J. VENCILL (Chmn.), Union Electric Co. 
A. V. DIENHART, Northern States Power Co. 
T. C. STAVERT, Southern California Edison Co. 


WATTHOUR AND DEMAND METERS (AEIC/EEI/ 
NEMA) 


G. B. M. ROBERTSON (Chmn.), Philadelphia Electric Co. 

C. V. Morey, Consolidated Edison Co. of New York, 
Inc. 

A. T. HIGGINS (Alt.), EEI. 


Part I11—Committees of Other Organizations 


AMERICAN INSTITUTE OF ELECTRICAL 
ENGINEERS 
Steering Group for Soil Thermal Resistivity Research 
Project 

H. E. Copy, The Cleveland Electric Illuminating Co. 


AMERICAN 
ENGINEERS 
Air Pollution Control 
W. C. BEATTIE, Consolidated Edison Co. of New York, 
Inc. 


SOCIETY OF MECHANICAL 


Corrosion and Deposits from Combustion Gases 
R. I. SMITH, Public Service Electric and Gas Co. 


Effect of Temperature on Properties of Metals 
(ASME/ASTM) 
R. A. BAKER, Public Service Electric and Gas Co. 


Steering Committee for SP-5 and SP-6 Projects on 
Stainless Steel Pipe & Tubing 
H. M. SOLDAN, Public Service Electric and Gas Co. 


Fluid Meters 
W. W. WELCH, Long Island Lighting Co. 


High Temperature Steam Generation 
S. N. FIALA, American Electric Power Service Corp. 


Properties of Steam 
R. M. VANDUZER, The Detroit Edison Co. 


AMERICAN SOCIETY FOR TESTING MATERIALS 
A-1 Steel 
A. E. KIRSCHNER, New England Electric System. 


A-10 Chrome 
H. J. ROBAR, Public Service Electric and Gas Co. 


C-16 Thermal Insulating Materials 
C. M. WEINHEIMER, The Detroit Edison Co. 


D-2 Petroleum Products and Lubricants 
M. D. BAKER, West Penn Power Co. 


D-5 Coal and Coke 
A. D. BLATTER, Union Electric Co. 


D-7 Wood 
Technical Advisory Task Group of Subcom. VII on 
Wood Poles and Cross Arms (Wood Pole Research 
Project) 
L. J. JAcoBI, The Detroit Edison Co. 


D-9 Electrical Insulating Materials 
R. G. CALL, American Electric Power Service Corp. 


D-19 Water for Industrial Uses 
F. U. NEAT, Baltimore Gas and Electric Co. 


D-22 Methods of Atmospheric Sampling and Analysis 
E. F. WoLr, Baltimore Gas and Electric Co. 


AMERICAN STANDARDS ASSOCIATION (*) 
Electrical Standards Board 
M. W. PraTT, Niagara Mohawk Power Corp. 
H. W. COLLINs, The Detroit Edison Co. 
H. E. KENT (Alt.), EEI. 
C. K. PoaRcH (Alt.), EEI. 


* Electric Light & Power Group representative. See page 31. 
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Mechanical Standards Board 
C. E. ANDERSON, New England Electric System. 
G. E. WATKINS (Alt.), EEI. 


Nuclear Standards Board 
C. J. ZITEK, Commonwealth Edison Co. 
G. E. WATKINS (Alt.), EEI. 


Safety Standards Board 
W. T. RoGers, Ebasco Services Inc. 
C. K. PoarcH (Alt.), EEI. 


Standards Council 
C. W. FRANKLIN, Consolidated Edison Co. of New 
York, Inc. 
E. R. Moore, The Detroit Edison Co. 
E. V. SAYLES, Commonwealth Services, Inc. 
H. E. KENT (Alt.), EEI. 


U. S. National Committee Council of International 
Electrotechnical Commission 


H. W. CouLuins, The Detroit Edison Co. 


Sectional Committees 


A-11—Industrial Lighting 
J. F. MORTON, New Orleans Public Service Inc. 
K. G. ADGATE (Alt.), EEI. 


A-13—Scheme for Identification of Piping Systems 
C. A. DAUBER, The Cleveland Electric Illuminating Co. 
G. E. WATKINS (Alt.), EEI. 


A-14—-Safety Code for Ladders 
J. R. HANFORD, Public Service Electric and Gas Co. 
C. K. Poarcu (Alt.), EEI. 


A-23—Code for Lighting of School Buildings 
C. J. BERRY, Baltimore Gas and Electric Co. 
H. E. KENT (Alt.), EEI. 


A-60—Building Code Requirements for Signs and 
Outdoor Display Structures 
J. A. Morris, American Electric Power Service Corp. 
H. E. KENT (Alt.), EEI. 


A-85—Protective Lighting for Industrial Properties 
L. C. TWICHELL, Rochester Gas & Electric Corp. 


B-9—Safety Code for Mechanical Refrigeration 
S. S. SANFORD, The Detroit Edison Co. 
C. K. PoarRcH (Alt.), EEI. 


B-16J—Pipe Flanges and Fittings 
C. A. DAUBER, The Cleveland Electric Illuminating Co. 
H. L. WALKER, Central Hudson Gas & Electric Corp. 
G. E. WATKINS (Alt.), EEI. 
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B-31—Code for Pressure Piping 
R. G. KERN, Union Electric Co. 
E. H. Krigc, Stone & Webster Engineering Corp. 
H. F. BEHRENS (Alt.), Commonwealth Services, Inc. 
G. E. WATKINS (Alt.), EEI. 


B-36—Standardization of Wrought [ron and 
Wrought Steel Pipe and Tubings 
H. F. BEHRENS, Commonwealth Services, Inc. 
C. A. DAUBER, The Cleveland Electric Illuminating Co. 
G. E. WATKINS (Alt.), EEI. 


B-38—Standards for Household Refrigerators 
C. D. BUCHHOLZ, Philadelphia Electric Co. 
C. K. POARCH (Alt.), EEI. 


B-40—Pressure and Vacuum Gauges 
G. L. DIBBLE, South Carolina Electric & Gas Co. 
G. E. WATKINS (Alt.), EEI. 


B-49—Shaft Couplings, Integrally Forged Flange 
Type for Hydroelectric Units 

E. B. STROWGER, Niagara Mohawk Power Corp. 

G. J. VENCILL, Union Electric Co. 

G. E. WATKINS (Alt.), EEI. 


C-1—National Electrical Code 
Panel on Introduction: E. A. BRAND, Niagara Mohawk 
Power Corp. 
Panel 1: E. A. BRAND, Niagara Mohawk Power Corp. 
Panel 2: F. E. SANFORD, Commonwealth Services, Inc. 
G. J. YANDA (Alt.), The Cleveland Electric 
Illuminating Co. 
Panel 3: O. K. COLEMAN, Lafayette, Ind. 
J. A. Morris (Alt.), American Electric 
Power Service Corp. 
Panel 4: R. B. SWALLOW, Public Service Electric and 
Gas Co. 
Panel 5: C. L. LUCAL, Ohio Power Co. 
O. K. COLEMAN (Alt.), Lafayette, Ind. 
Panel 6: H. R. STEVENSON, The Detroit Edison Co. 
W. R. MILBy (Alt.), The Detroit Edison Co. 
Panel 7: G. J. BRUNNER, The Cincinnati Gas & Elec- 
tric Co. 
Panel 8: J. L. ADAMS, Union Electric Co. 
Panel 9: R. J. ARTHUR, SR., Baltimore Gas and Elec- 
tric Co. 
Panel 10: J. M. TURNBULL, Western Massachusetts 
Electric Co. 
Panel 11: G. B. M. ROBERTSON, Philadelphia Electric 
Co. 
R. E. L. SHIRLEY (Alt.), Georgia Power Co. 
Panel 12: C. S. ALGER, Puget Sound Power & Light 
Co. 
Panel 13: W. R. ALLEN, Consolidated Edison Co. of 
New York, Inc. 
Panel 14: M. W. McRAVEN, Houston Lighting & 
Power Co. 
Panel 15: L. D. DAME, Southern California Edison 
Co. 
H. H. Kocu, (Alt.), Ohio Edison Co. 
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Panel 16: W. H. ABRAHAM, Pacific Gas & Electric Co. 
Panel 17: F. F. DICKMANN, West Penn Power Co. 


C-2—National Electrical Safety Code 
T. J. BROSNAN, Niagara Mohawk Power Corp. 
C. K. Poarcnu (Alt.), EEI. 


C-6—Terminal Markings for Electrical Apparatus 
R. R. WacstaFF, United Engineers & Constructors Inc. 
A. T. HIGGENS (Alt.), EET. 


C-7—Bare Electrical Conductors 
C. E. AMBELANG, Commonwealth Edison Co. 
D. HALLORAN (Alt.), Consolidated Edison Co. of New 
York, Inc. 


C-8—Insulated Wires and Cables 
G. E. DEAN, Public Service Electric and Gas Co. 
J. H. FooTE, Commonwealth Services, Inc. 
H. HALPERIN, Commonwealth Edison Co. 
M. H. Pratt, Niagara Mohawk Power Corp. 
C. T. BLANKENBURG (Alt.), Southern California Edi- 
son Co. 
C. K. PoarcH (Alt.), EEI. 


C-12—Code for Electricity Meters 
R. B. SWALLOW (Chmn.), Public Service Electric and 
Gas Co. 
A. W. RAUTH, Consumers Power Co. 
G. B. M. RoBERTSON, Philadelphia Electric Co. 
G. J. YANDA, The Cleveland Electric Illuminating Co. 
A. T. HiaccINs (Alt.), EEI. 


C-19—Industrial Control Apparatus 
J. A. HEFFERNAN, Public Service Electric and Gas Co. 
C. E. Pautus, The Cleveland Electric Illuminating Co. 
A. T. HiccINs (Alt.), EEI. 


C-29—Insulators for Electric Power Lines 
C. B. DOWNER, West Penn Power Co. 
K. J. FALcK, Philadelphia Electric Co. 
H. F. GIDLAND, Public Service Co. of Colorado 
E. L. JARRETT, Duquesne Light Co. 
R. L. RorRDEN, American Electric Power Service Corp. 
C. K. PoarcH (Alt.), EEI. 


C-34—Mercury Are Rectifiers 
H. P. St. Cuair, American Electric Power Service Corp. 
N. C. Storck, Wisconsin Electric Power Corp. 
C. K. PoarcH (Alt.), EEI. 


C-37—Power Switchgear 
J. H. Foote (Chmn.), Commonwealth Services, Inc. 
H. BARBER, New England Electric System. 
O. BAUHAN, Public Service Electric and Gas Co. 
R. G. MEYERAND, Union Electric Co. 
A. T. HIGGINS (Alt.), EEI. 
R. R. WaGsTAFF (Alt.), United Engineers & Construc- 
tors Inc. 
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C-39—Electrical Measuring Instruments 


G. F. WALTER, Public Service Testing Laboratories 
A. T. HIGGINS (Alt.), EEI. 


C-40—Storage Batteries 


O. B. BENSON, Boston Edison Co. 
P. B. WICKERSHAM, Philadelphia Electric Co. 
A. T. HIGGINS (Alt.), EEI. 


C-42—Definitions of Electrical Terms 


H. E. KENT (Alt.), EEI. 


C-50—Rotating Electrical Machinery 


C. E. Aspury (Chmn.), Commonwealth Services, Inc. 

H. W. CopDING, Public Service Electric and Gas Co. 

E. F. DISSMEYER, Ohio Edison Co. 

H. HALPERIN, Commonwealth Edison Co. 

J. W. JONES, Philadelphia Electric Co. 

R. W. GASKINS (Alt.), Union Electric Co. 

A. T. HIGGINS (Alt.), EEI. 

R. A. HuSE (Alt.), Public Service Electric and Gas Co. 

T. D. REIMERS (Alt.), Consolidated Edison Co. of New 
York, Inc. 


C-55—Capacitors 


C-5 
J. 
L 


F. M. Porter, American Electric Power Service Corp. 
A. T. HIGGINS (Alt.), EEI. 


L. M. ROBERTSON (Alt.), Public Service Co. of Colo- 
rado. 


7—Transformers, Regulators and Reactors 

P. Lewis (Chmn.), Hartford Electric Light Co. 

. J. GILL, Pennsylvania Power & Light Co. 

G. K. KALLENBACH, Niagara Mohawk Power Corp. 

J. S. Pucu, American Electric Power Service Corp. 

T. D. REIMERS, Consolidated Edison Co. of New York, 
Inc. 

C. K. PoarcH (Alt.), EEI. 

T. F. WATSON, JR. (Alt.), Commonwealth Services, Inc. 


C-59—Specifications and Methods of Test for Elec- 
trical Insulating Materials 


R. G. CALL, American Electric Power Service Corp. 
C. K. PoARCH (Alt.), EEI. 


C-62—Lightning Arresters 


E. F. DETuRK (Chmn.), Long Island Lighting Co. 
H. R. ARMSTRONG, The Detroit Edison Co. 

W. S. PricE, American Electric Power Service Corp. 
W. F. GRIFFARD (Alt.), Commonwealth Services, Inc. 
A. T. HIGGINS (Alt.), EEI. 


C-63—Radio Electrical Coordination 


G. P. FALLON (Chmn.), Baltimore Gas and Electric Co. 
CORBETT MCLEAN, Pacific Power & Light Co. 
C. K. PoarcH (Alt.), EEI. 
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C-68—Sphere Gap Standards 
H. W. WICKHAM, Commonwealth Edison Co. 
H. E. KENT (Alt.), EEI. 


C-70—Household Electric Flatirons and Other Heat- 
Producing Portable Household Appliances 

J. A. BAUMGARTEN, Public Service Electric and Gas Co. 

H. A. Brown, Rochester Gas & Electric Corp. 

J. H. Foote, Commonwealth Services, Inc. 

L. Murray, Philadelphia Electric Co. 

H. R. STEVENSON, The Detroit Edison Co. 

C. K. PoarcH (Alt.), EEI. 


C-71—Household Electric Ranges 
J. H. Foote, Commonwealth Services, Inc. 
C. K. PoaRcH. (Alt.), EEI. 


C-72—Electrie Water Heaters 
C. M. TURNER (Chmn.), The Cincinnati Gas & Electric 
Co. 
J. F. Burt, Western Massachusetts Electric Co. 
J. H. Foote, Commonwealth Services, Inc. 
J. J. GORMAN, Philadelphia Electric Co. 
H. I. MILLER, Wisconsin Public Service Co. 
C. K. Poarcu (Alt.), EEI. 


C-73—Attachment Plugs and Receptacles 
J. M. TURNBULL, Western Massachusetts Electric Co. 
H. E. KENT (Alt.), EEI. 


C-76—Apparatus Bushing Standardization 
E. L. SCHLOTTERE (Chmn.), Philadelphia Electric Co. 
T. J. ALLEN, Georgia Power Co. 
J. H. VIVIAN, Southern California Edison Co. 
R. L. WHEELER, The Cleveland Electric Illuminating 
Co. 
A. T. HIGGINS (Alt.), EEI. 


C-78—Inecandescent and Fluorescent Lamps 
W. CUMMINGS, Public Service Electric and Gas Co. 
H. E. KENT (Alt.), EEI. 


C-80—Steel Raceways for Electric Wiring Systems 
H. R. STEVENSON, The Detroit Edison Co. 
H. E. KENT (Alt.), EEI. 


C-81—Electric Lamp Bases and Holders 
J. M. TURNBULL, Western Massachusetts Electric Co. 
H. E. KENT (Alt.), EEI. 


C-82—Lamp Ballasts 
J. M. TURNBULL, Western Massachusetts Electric Co. 
H. E. KENT (Alt.), EEI. 


C-88—Resistance Welding Machines 
A. LAMEIKA, Consumers Power Co. 
C. K. PoaRcH (Alt.), EEI. 
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C-92—Insulation Coordination 
J. H. VIVIAN (Chmn.), Southern California Edison Co. 
H. R. ARMSTRONG, The Detroit Edison Co. 
R. N. SOUTHGATE (Alt.), Public Service Electric & Gas 
Co. 
D. M. MAcGREGOR (Alt.), Ebasco Services, Inc. 
H. E. KENT (Alt.), EEI. 


C-93—Coupling Capacitors, Capacitor Potential 
Devices, and Line Traps 

L. G. EATON, New England Electric System. 

O. A. LENTZ, Commonwealth Services, Inc. 

A. T. HIGGINS (Alt.), EEI. 


D-15—Methods of Recording and Measuring Motor 
Transport Accident Experience 
E. H. WESSELS, JR., Western Massachusetts Electric 
Co. 
H. M. SERvIss (Alt.), Long Island Lighting Co. 


J-6-—Rubber Protective Equipment for Electrical 
Workers 
I. R. DoHR, Consumers Power Co. 
N. Linpsay, Consolidated Edison Co. of New York, Inc. 
W. H. MEADE, Boston Edison Co. 
C. A. CouTTs (Alt.), Northern States Power Co. 
C. K. PoARCH (Alt.), EEI. 


N-4—Electrical Requirements for Reactors & 
Nuclear Power Systems & Generation Application 
H. J. WEST, Pennsylvania Power & Light Co. 
G. E. WATKINS (Alt.), EEI. 


N-5—Chemial Engineering for the Nuclear Field 
I. B. Dick, Consolidated Edison Co. of New York, Inc. 
G. E. WATKINS (Alt.), EEI. 


N-6—Nuclear Reactor Hazards 
J. J. POER, Commonwealth Edison Co. 
G. E. WATKINS (Alt.), EEI. 


0-5—Specifications for Wood Poles 
L. G. SMITH (Chmn.), Baltimore Gas and Electric Co. 
C. E. AMBELANG, Commonwealth Edison Co. 
L. J. JACOBI, The Detroit Edison Co. 
F. A. ASHBAUGH (Alt.), West Penn Power Co. 
F. B. DOOLITTLE (Alt.), Southern California Edison 
Co. 
C. K. POARCH (Alt.), EEI. 


S-1—Acousties 
C. S. MurRAY, Consolidated Edison Co. of New York, 
Inc. 
C. K. PoARCH (Alt.), EEI. 


S-3—Bioacoustics 
C. S. Murray, Consolidated Edison Co. of New York, 
Ine. 
C. K. PoARCH (Alt.), EEY. 
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X-2—Standardization of Office Equipment 
J. P. WILLIAMSON, The Toledo Edison Co. 
A. E. Sorty (Alt.), EEI. 


Y-32—Standardization of Graphical Symbols 
J. M. BARNES, Philadelphia Electric Co. 
C. K. PoarcH (Alt.), EEI. 


Z-5—Ventilating Code 
S. S. SANFORD, The Detroit Edison Co. 


Z-11—Petroleum Products and Lubricants 
M. D. BAKER, West Penn Power Co. 
G. E. WATKINS (Alt.), EEI. 


Z-12—Prevention of Dust Explosions 
G. E. WATKINS (Alt.), EEI. 


Z-16—Methods of Recording and Compiling Acci- 
dent Statistics 

A. J. NAQUIN, New Orleans Public Service Inc. 

A. T. HIGGINS (Alt.), EEI. 


Z-35—Specifications for Accident Prevention Signs 
J. P. SCHERER, Iowa-Illinois Gas & Electric Co. 
A. T. HIGGINS (Alt.), EEI. 


Z-41—Performance Requirements for Protective 
Occupational Footwear 
C. K. PoaRcH (Alt.), EEI. 


Z-53—Safety Color Code for Marking Physical 
Hazard 


G. F. WALTER, Public Service Electric and Gas Co. 
A. T. HIGGINS (Alt.), EEI. 


Z-56—Special Committee on Model Laws and Ordi- 
nances 
H. E. KENT (Alt.), EEI. 


Z-74—Fundamentals of Performance of Effluent Air 
and Gas Cleaning Equipment 

E. F. WOLF, Baltimore Gas and Electric Co. 

G. E. WATKINS (Alt.), EEI. 


(NOTE: In ASA the Edison Electric Institute works 
jointly with the Association of Edison Illuminating 
Companies under the designation of “Electric Light & 
Power Group,” and on a number of committees there are 
representatives from both organizations. These repre- 
sentatives are known as “Electric Light & Power Group 
Representatives.” ) 


ASSOCIATION OF AMERICAN RAILROADS 
Committee 13, Railway Eleec*r’ icativ. 

K. M. IRWIN, Philadeluhia Ele tric Co. 

C. K. PoaRcH (Alt.), EEI. 
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ILLUMINATING ENGINEERING SOCIETY 
Roadway Committee 
R. P. BROTZMAN, Philadelphia Electric Co. 


INTERNATIONAL ASSOCIATION OF ELECTRICAL 
INSPECTORS 
Advisory Committee of Standing Committee of Exec- 
utive Council 

E. A. BRAND, Niagara Mohawk Power Corp. 


NATIONAL FIRE PROTECTION ASSOCIATION 
Air Conditioning 
S. S. SANFoRD, The Detroit Edison Co. 


Dust Explosion Hazards 
(Same as ASA Z-12, page 34) 


Electrical Field Service 
H. E. Kent, EEI. 


Machine Tool Electrical Standards 
R. E. L. SHIRLEY, Georgia Power Co. 


National Electrical Code 

Electrical Correlating Committee 
E. A. BRAND, Niagara Mohawk Power Corp. 
O. K. COLEMAN (AlIt.), Lafayette, Ind. 


National Electrical Code 
Panels on Introduction and Nos. 1 to 17 inclusive 
(Same as ASA C-l, page 31) 


Ovens and Furnaces 
A. D. SPILLMAN, Philadelphia Electric Co. 


Special Extinguishing Methods 
Committee on Carbon Dioxide 
J. A. MCGUCKIN, Philadelphia Electric Co. 


Committee on Water Spray 
E. L. BLAIR, Stone & Webster Engineering Corp. 


NATIONAL TECHNICAL TASK COMMITTEE ON 
INDUSTRIAL WASTES 

L. W. CADWALLADER, Potomac Electric Power Co. 

W. C. GUMPEL (Alt.), Monongahela Power Co. 

G. E. WATKINS (Alt.), EEI. 


PRESIDENT’S CONFERENCE ON INDUSTRIAL 
SAFETY 


R. S. METZGER, The Toledo Edison Co. 
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